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(R678  PREFACE     TO      13TII     EDITION. 


IN  presenting  to  their  customers  the  13th  Edition  of  their  Fixtures  and  Glassware  Catalogue,  the  Company  wish 
to  state  that  the  illustrations  have  been  drawn  or  photographed   from  the  originals,  and  will  be  found  faithful 
reproductions  of   the  articles. 

The  Company's  object  in  compiling  this  Catalogue  has  been  to  furnish  a  complete  and  useful  guide,  and 
a  standard  reference  book  for  Electrical  Engineers,  Contractors.  Architects,  and  Export  Merchants  at  home  and 
abroad.  The  contents  are  arranged  in  a  systematic  manner;  each  article  has  been  drawn  to  scale;  and  the 
texture,  thickness,  and  finish  of  the  material,  and  other  details  of  construction,  are  shown  as  far  as  possible. 

The  quality  and  beauty  of  workmanship  that  the  Company  have  always  studied  to  attain,  and  the  success 
they  have  met  with  have  gained  for  them  a  world-wide  reputation.  This  enables  them  to  offer  the  fittings  herein 
illustrated  with  the  full  confidence  that  the  articles  supplied  will  be  in  every  way  satisfactory. 

SHOWROOMS : 

The  attention  of  Architects,  Electrical  Engineers  and  Contractors  generally,  is  drawn  to  the  fine  suite  of  showrooms, 
fitted  up  and  wired  for  the  benefit  of  their  clients  at  No.  67,  Queen  Victoria  Street,  London,  E.C.  In  these 
extensive  showrooms  are  exhibited  fittings  in  accordance  with  all  periods  and  styles  of  architecture,  such  as  the 
Classic  French  styles — Louis  XIY.,  XV.  and  XVI.,  Empire,  Renaissance,  Adams,  Georgian.  Elizabethan,  and 
Modern,  as  well  as  an  unrivalled  collection  of  Statuary. 

Further  showrooms  are  devoted  to  simple  and  inexpensive  fittings  for  public  and  domestic  use,  Shops,  Ship  Lighting, 
etc.,  which  do  not  fall  under  the  category  of  any  of  the  above  styles.  For  the  convenience  of  our  country  clients 
showrooms  are  attached  to  our  Branches  in  Manchester,  Glasgow,  Birmingham,  Newcastle,  Cardiff.  Dublin  and 
Belfast. 

DESIGNS  : 

The  designs  submitted  in  this  Catalogue  are  produced  by  the  Company's  own  artists,  and  are  the  Company's 
exclusive  property.  The  artists  are  at  the  disposal  of  clients  requiring  designs  for  any  special  purposes, 
which  designs  are  prepared  free. 

MANUFACTURE : 

The  success  which  the  Company's  Fixture  Department  has  met  with,  has  encouraged  them  to  make  further  additions 
to  their  Works,  Showrooms,  and  Stockrooms,  and  they  have  now  the  best  equipped  workshops  and  the  most 
skilled  craftsmen  at  their  factory  in  Birmingham  engaged  upon  the  production  of  the  articles  illustrated  in  this 
catalogue. 

Owing  to  the  large  stock  held  at  the  Company's  various  warehouses,  both  in  London  and  country,  delivery  can,  in 
most  instances,  be  given  by  return  for  orders  for  standard  articles,  and  special  lines  can  generally  be  executed  in 
from  seven  days  from  receipt  of  order,  according  to  the  nature  of  the  article. 

Particular  attention  has  been  bestowed  on  perfect  insulation,  prevention  of  fire  risks,  convenience  of  wiring  and 
fixing,  and  durability,  and  great  trouble  has  been  taken  to  establish  standard  sizes  of  screws,  threads,  fixing 
holes,  and  standard  dimensions  of  accessories.  The  importance  to  manufacturers  and  buyers,  especially  in  the 
export  trade,  of  acknowledged  standard  sizes  cannot  be  overestimated.  The  first  Edition  of  our  F  and  G 
Catalogue  contained  the  first  attempt  to  standardize  the  sizes  of  openings  of  Glassware,  such  as  1  Jin.,  2£ins.,  and 
3^ins.,  and  the  corresponding  sizes  of  Glassholders  for  same.  These  have  become  universal,  and  we  trust  that 
the  further  efforts  contained  in  this  Edition,  in  connection  with  Osram  Lamps,  will  be  appreciated,  as  were  our 
original  attempts. 

II.V.   SYSTEM  : 

All  articles  under  the  headings  Accessories,  Counterweight  Fittings  and  Pendants  are  constructed  in  accordance 
with  the  principle  of  the  HA',  system,  rendering  them  safe  from  fire  risks. 

SCREW     THREADS  : 

The  pitch  of  our  brass  threads  is  in  all  cases   26  to  the  inch. 

NIPPLES : 

All  nipples  are  screwed  for  ;'.-in.  thread  unless  otherwise  stated  ;  ship  fittings  shown  on  pages  714  to  720,  however,  are 

stocked  1-in.,  to  allow  for  larger  wires  as  used  in  shipwork. 
The  "  spread  "  of  electroliers  is  to  be  taken  as  twice  the  distance  from  centre  of  body  to  lampholder  nipple. 

LACQUER : 

All  our  goods  are  hot-lacquered  three  times,  and  can  be  supplied  in  any  finish  to  order. 

SHADES,      HOLDERS  : 

All  our  shades  and  holders  are  made  for  the  following  openings  :— ijin.,  2J111S..  j]ms.  and  41ns.  for  single  lamps; 
5jins.  for  two  lamps ;  6fins.  and  Sin.  for  clusters  of  3  or  more  carbon  or  Osram  Lamps 

FINISHES  : 

Prices  given  in  Catalogue  air  for  polished  brass,  antique  brass,  steel  bronze,  fiorentine  bronze,  "i  bronzed  .mil 
relieved.' 

Extra  for  oxidized  copper  or  real  bronze  finish        10  percent. 

oxidized  silver  or  real  bronze  metal          -?"  percent, 

silver  plated,  from        33^  per  cent.   1     According  to  amount  of  silvei 

real  gilt,  from 50  percent.   1              or  gold  deposited. 

AVI  RING  : 

The  prices  are  for  goods  unwired. 

NAMES     OF      FIXTURES: 

Practically  every  article  has  been  given  a  distinctive  name  and  number  in  order  to  facilitate  telephonic  and 
telegraphic  orders. 
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ACCESSORIES. 


CORD     GRIPS,     HOOKS,     (LIPS, 

ELBOWS    and    INSULATORS 

POLISHED    Oli    BRONZED    BRASS. 


NOZZLES, 

,    Etc. 


CORD    CiKIl'S. 


mmmm 


*.  ..  .„.-„i ■ 


F  21003 

Patenl  6310/08 

Ebonite,  Brass  Thread. 
3/6  doz. 

4/-     .. 
S-in.  4/6    .. 

Patent  Cord  Grip. 

Insulation  perfect. 

\<  i  Metal  parts. 


F  21005 

VI. ile  Thread. 

2/-  doz. 
-in.  2/-     „ 

2/-     ,. 


F  21007 

Brass     Female     Thread. 

gin  3/-  do/. 

3/8 
4/4 


F  21009 

B      5S,    Male  Thread. 

g-in.  8/-  doz 


SUSPENDING     HOOKS 


F   21015 

|-m.  or  £-in.  Hook. 
ft-in.  Thread. 

4/6  doz. 


F  21017 

To  fit  under 

Cord  Grip  Caps  of 

Lanipholders. 

g-in.  Hole. 

4/.   doz. 


F  21019 

With  Split  Insulator 

Easily  attached  1 1 
Wire. 

9/-  doz. 


SCREW    CUPS. 

F  21023 

For   Clipping  on  to 

g-in  .  £-in..  g-in. 
diameter  Tube. 

£-in.  Thread. 

6 '9  doz. 

i  i  ■       in.,  g-in.,   lin 
ljin.  diameter  Tube, 

£-in.  Thn  ad, 

7  6  doz. 


F  21025 

Insulated  Clip. 

To  Clip  on  3-m.. 
i-in.,  g-in. 

7/6  doz. 

Ti  i  <  nip  i  >n  j-in..  In: 

ljin. 
8  6  doz. 


EYES. 

F  21027 

Closed  Insulator. 
Wood  Screws. 
Short.  Hin.  o1  - 
1/6  doz.       is/.  gl 
Long  2Ain.  over  all. 
1/9  doz.     17  6 


F  21029 

Slotted  Insulator. 

Short  l?in.  over  all. 
1/6  doz.       15/-  -i 

Long  23 
1/9  doz.      17/6  - 


REDUCING     NOZZLES. 

Polished  and  Lacquered 
Brass  Threads. 

F  21037 

Inside. 

1  '2  doz 

i7s-in-  1  4 

J-in.  1  6 

g-in.  3/- 

3-in.  3,6 

Outside  |-in.  orj-in. 


SCREW 


F  21033 

osette  to  use  with 
Screw  Eyes. 


1/.  doz.     10/-  "t 


LACQl-EKEI)  SCREWS. 
F  21035 


f-in.  long. 

Size  6    .       1/2  doz. 

..      8  1/4     .. 

lin.  long. 

6     .        1/4 

..8  1/6 

Polished,  Bronzed, 

Oxidized   Copper,  or 

Silver. 


A-in 

*  iutside 

g-in. 


2/-  doz. 


IXCREASIXG 
NOZZLES. 

For  Brass  Threads.     26  Pitch. 


'"'iiiihui 


F  21041 

Inside.     <  lutside. 
g-in.  ■  J-in.  8d.  ''■■  >. 
§-in.x  g-in.  1/3     .. 

J-in.  ;■  g-in.  1/3 


Ml'PLES 

26  Pitch. 

F  21043 


6d.  do 
7d. 

8tl. 


HR.VSJS     NOZZLES. 

Iron  Thread. 

F  21045 

Inside.    Outside. 
J-in.x|-in.  1/6d 
g-in.  xj-in.  2/4 
|-in.  xj-in.  4/4 
J-in.  x  lin.    7/- 
j-in.  ■  lin.     7,  - 


F  21047 

g-in.  or  J-in.  Brass 
Male. 
Inside. 

g-in.  Iron  3/-  doz. 
J-in.    .       4/-     „ 
j-in.  4  6 

lin.      .,      7/-     .. 

F  21049 

g-in.  Brass  Female. 
Inside. 

g-in.  Iron  3  - 
i-in.    ..       3  6 


In 


5/3 
8- 


COVPLINGS. 

For  Brass  Threads. 

F  21051 

g-in.  2/-  <l" 

i-in.  2/6 

g-in.  3/6    . 

;-in.  4/-     .. 

lin.  6  - 


INSULATING     BUSH 
PIECES. 

Black  or  White,  for  Brass  Threads. 
F  21061 

g-in.  6d.  di  >.' 

»;^  i-in.  7d. 

g-in.  9d. 


KHOM' 


F  21039  H 


E    NIPPLES. 
F  21063 

Brass  Threads, 
g-in.  X  g-in.  2/6  doz. 
J-in.  <J-in.  3/.     „ 
g-in.  <g-in    4/-     .. 


EBONITE 
DIMINISHERS. 


Br'  liiiyil' 


F  21065 

Brass  Threads. 
Inside.    Outside, 
g-in.x  J-in.  1/6  doz 
g-in.  xg-in.  2/6 
J,-in.  xg-in.  2/- 
§-in.x|-in   4/- 


EBONITE     BUSHES. 

L       _.  F  21067 

Brass  Threads. 

di~Taiiifr  '-in  xi.-m    3/-  doz. 


g-in.  >  2-iu    3/6 
g-in.xg.in.  4/- 


ELBOWS. 

Equal  Brass  Threads. 

F  21071      F  21073 


Two-way.Three-way 

3-in.  5/.       5/-  doz. 
Jan.  6/-      6/- 
g.in.  7/-      II-     .. 


IRON     NIPPLES 
AND     SOCKETS. 

F  21075 

Outside. 

\  or  g-in.      1/3   doz. 


J-in. 


1/9 

2/-       . 
2  10 


F  21077 

Inside. 

\  or  g-in.  2/-  doz. 

i-in.  2/9 

j-in.  3/6 

In.  4/6      . 


21079 


(F)     682 


ACCESSORIES. 


CEILEVG     PLATES     AIVD     HOOK8, 

POLISHED      OR     BRONZED      BRASS,     WROUGHT     IHOX,     Ere. 


F  21101 

Polished  Brass. 

2  X  s-in.  Base. 
g-in.        '-in. 
3/-        3  -  doz. 
Male  Brass  Thread. 


F  21103 

|-in.        S-m. 
2/6         2  6  doz. 

Female  Brass 
Thread. 


F  21104 

3  6' 


F  21105 

Polished  Brass. 

2in.  Base. 
§-in.         A-in. 
3  6         3'9  doz. 
Male  Brass  Thread. 


F  21107 

Polished  Brass. 

2Jin.  Base. 

g-in.      i-in.       §-in. 

SI-      5  6       6/- 

doz. 
Male  Brass  Thread. 


F  21 109 

4/9       5  3      5'9 

Female  Brass 
Thread. 


F  21111 

Polished  Brass. 
4J-in   Ba - 
12/6  doz. 

F  21112 

3m.  B    - 
10  6  doz. 


F  21119 

Polished  Brass. 

3^in.  Base. 
With  Cord  Grip. 

12/6  doz. 
Oxidized  Copper, 

15/-  doz. 
Oxidized  Silver, 

18/-  doz. 


F  21121 

Polished  Brass. 

4  x  4in. 

22/6  doz. 


F  21123 

Wrought  Iron. 
4Jin.  Base. 
10/-  doz. 


F  21125 

Polished  Brass. 
6in.  Base. 
15/-  doz. 


F  21127 

Polished  Brass. 
4in.  Base. 
21.'-  doz. 


F  21139 

3£in.  Base. 
Ormolu. 
20/ -  doz. 


F  21141 

4in.  Base. 

i  *rmolu. 

42  -  doz. 


s>  *" 


F  21143 

5Jin.  Base. 
Ormolu. 
72/-  doz. 


F  21151 

Iron  Thread. 

Malleable  Polished 

Iron.  Brass. 
3/-  doz.       6/6  doz. 
3  6  8  -     .. 

5'-      ..  10/-     ., 

8/-  13  6 


LOOPS    FOR 
1JRA.SS    DOWN    RODS. 


F  21113 

l  Brass 

3}m   Bas 

Femah    I 
Thread. 
9/-  doz. 


F  21115 

i ' 
3|in.  Base. 
I  ord  Grip. 
I  er  China, 

i  Veiling 
18-  doz. 

F  21116 

With  I  o 
Chain. 

21/-  doz. 


F  21117 

/ 
3\m  Basi 

\\  :i .I  i  irip 

15- 


F  21129 

Polished  Cast  Brass. 

3in.  Base. 

20  -  doz. 

Oxidized  Copper, 

24/-  doz. 

Oxidized  Silver. 
28/-  doz. 


F  21152     F  21153 

Brass. 


F  21135 

Plate  and  Hook 

Combined. 

Polished  Brass  or 

Wrought  Iron. 

Willi    Hole   through 

for  Wires. 


2|in 


15/-  doz. 

21/-     ,. 
<  tjcidized  Copper. 
2>i.   17/6  doz. 
3,lm.    24/- 
t  ixidized  Silvi  i 
2 [in.    20  -  'i' ' 
3|in.     27/-    .. 


Gas 
hread 

§     or 
%     or 
i      or 

Brass 
Thread, 
i-in.  3/6  doz 
|-in.  3/6     .. 
l-in.  6/-     .. 
lin.   8/- 

F 

21155 

Brass 
Brass    Thread. 

4(6  doz. 

5,6 

,-m                 7/6 

9/6 

ljin.           13/6 

F  21157 

Malleable  Iron. 

I Thread, 

7  6  doz. 
7/6    „ 

9./-    .. 
lm.  12-     , 


683  (F  ) 

ACCESSORIES. 

Swing  Ceiling   Plates  &  Anti-Vibrators. 

AJLVTI- VIBRATORS. 


SAVING     CEILING      PLATES. 


F  21169 

Polished  Brass. 

]  ai ge  Size  I- »i 

l  leavy  Fittings. 

4 ins.  diani. 

For  |  or  lin. 

Brass  Tube. 

36/-  doz. 


F  21171 

Polished  Brass. 

Small  Size  for  Light 

Fittings. 

3J-ins.  diam. 

For  g-in.  Brass  Tubes. 

15/-   doz. 


F  21173 


For  prices  of 

boxes  see 
Conduit  List. 


F  21175 

Polished  Brass  Plate  and 

Loop,    Teak    Block    and 

Plug. 

36/-  doz. 

Simple  Ceiling  Plate 
and  Detachable  Plug  to 
facilitate  the  easy  re- 
moval and  replacement 
of  pendant. 


INSULATED     HOOKS. 


F  21181 

Polished  Brass. 
China  Insulator. 
12/-  doz. 

For   insulating    Light 


dants  from  Ceiling  Hook. 
Larger  sizes  to  order. 


F  21182 

Iron. 
China  Insulator. 

doz. 
Iron  Thread. 


AMI-VIHRATOKS. 


F  21187 

Iron. 

China  Insulators. 

48/-   doz. 

For<  lutside Lanterns 

and  Fittings. 

A-in.  Gas  Thread. 


F  21193 

Polished  Brass. 

B.C.    Adaptor    and    Lamp- 
holder   to   attach   to   Lamp- 
holder  on  existing  arm. 
FlexibleMetallic  Connection. 

18/-  doz. 

C  Holder  included. 


MAM 


¥£  F  21194 

fc         Patent  2585-1910 
T/6  doz. 
Brass. 


F  21195 

Patent  t200X-190S. 
7/6  doz. 
Brass. 


F  21177 

POLISHED 
BRASS     RINGS. 

Brass  Threads, 


To  screw^on  g-in.  Tube,  1/-  cluz 

J-in.  Tube,  1/3 

g-in.  Tube,  1/6 

|-in.  Tube  2/- 


F  21189 

Real  Bronze,  GO  -   doz. 

Weatherproof,     for    all 
types  of  Outside  Fittings. 

*  X  J-in.  Gas  Thread. 

State  weight  to  be 

supported. 


F  21196 

Regit.  5S77H9. 
4/—    doz. 
Steel  Spring  with  Insulated  Hooks. 


F  21179 

GIMBAL, 

Polished  Brass.  Brass  Thrc,,,  Is 
g-in.  X  g-in.  ...  30/-  doz. 
5-in.  x  %-m.      .  36/-     „ 

lin.     X  lin.        ...        <;o  -     .. 


F  21191 

Polished  Brass. 

Brass  Threads. 

Inside.     Outside. 

J       X       *-m.  i     10/- 

g       X      i-in.  f      doz. 


F  21197 

Polished  Bras*. 
6/6  doz. 


(F)  681 
ACCESSORIES. 


1    3rd 
F11.1.  Size. 


NURLS,    CORD    ORNAMl^NTS    «S*    TULIPS. 


F  21201 

Polished  Brass. 

7/6  doz. 
<  txidized  i  'oppei . 

9/-  doz. 
Oxidized  Silver, 

10/6  doz. 

I  Isel nI  ii>i  bringing 
lamps  high  up  into 
shade  Specially 

suitable    for    <  '-ram 
Lamps. 


F 21203 

To   fit   over    Holder 
.  in  top  of  Shade. 
Polished  Rra'-s. 

2/6  doz. 

Oxid.  Copper, 

3/3  doz. 

<  >xid.  Silver, 

4/-  iU'/- 


F  21205 

("upper  Ol  Brass. 

J-iii-  or  ljin.   Hole 

Polished  Brass, 

7/3  doz. 

Polished  Copper, 
7/9  doz 


F  21207 

Brass. 

■  in.  or  l*m    Hole, 

7/6  doz. 


F  21209 

I    i. [.per. 

i-in.  or  ljin.  Hole. 
1  o/6  doz. 


F  21211 

Rich  (lilt  '  loloi 

<.\n.  or   I'm    Hole. 

6/6  doz. 


F  21217 

Brass. 
1  2/-  doz. 


F  21219 

Head  Bliss 
Small  size.  S/-  doz. 

F  21221 

Large  size,  6/-  doz. 


F  21223 


7/6' 


F  21225 

\\  n  mght  Iron. 
18/-  doz. 


F  21227 

Dead  BrassJ 
1  8/-  doz. 


F  21229 

Polished  Bra    . 
20/-  doz. 


For  Bazaars  and  Temporary 

Il.l.rMlNATIC  >XS. 


fflP 


F  21231 

Dead  Brass        16/-  doz. 


F  21235 


F  21239 

Dead  Bus. 
30/-  doz. 


F  21245 

1/-  doz. 
Nickelled 

Gold  Color,  lacquer 
Green    .. 
Red 
Blue 

When  placed  at  the 
back  of  the  lamp,  the 
whole  surface  is  lit, 
tire  effect  being  very 
charming. 


NURLS      FOR 
CHAINS. 

F  21247 

Polished  Brass. 

Small. 

1  8/-  doz. 

Lai  ge 

36/-  doz. 

Ornament     lor    link 

chain,  with  uiiejway 

Lthrough  centre. 


NURLS      FOR 

DOWN      RODS, 

POUSHEB    OR 
BRONZED    UK  ASS 

FITTED      WITH       SET      SCREW 


R<  >SETTES, 

Scale  1  /4th   Full  Size 


F  21251 


F  21241 

Brass 

ljin.  or  A-in.  Hi  lie 

10/6  doz. 


F  21243 

Cupper. 

ljin.or  1-iu    I  [ole, 

1  2/6  doz. 


F  21255 


Various. 


685  (F) 


ACCESSORIES. 


GALLERIES    OR    GLASS    HOLDERS. 


KOH    l'i:\l)A\TS    AND    BRA.CK.ETS. 


F  21275 

Brass. 

2£in.        ...         3/6  doz. 

3Jin.  6/-     .. 

To  clamp  to  Edison 

Screw  Lampholder. 


F  21277 

Brass 
2J  X  ljins.      3/-  doz. 


F  21279 

Brass. 
2J  X   t-in  7/6  doz. 

2|  X   ljin.        7/6     „ 

F  21280 

Brass. 

2J  X  ljin.      6/-  doz. 

To  screw  on  ordinary 
holder. 

F  21282 

2Jin.  6/-  doz. 

To  screw  on  holders  in 

'wireless  clusters,  on 

pages  690-1. 

F  21283 

Brass, 
ljin.  Hole. 
21in.  2/6  doz. 

3Jin.  6/-     „ 


F  21284 

Brass, 
g-in.  Hole. 

15/-  doz. 
For  G  9610-12  Shades. 


F  21285 

Brass, 
ljin.  Hole. 
2*in.  4/-  doz. 

3}in.  Si-     .. 


F  21287 

Brass. 
1-in.Thread  or  ljin.  Hole 
2*in.  7/6  doz 

3iin.        ...         9/-      . 


F  21289 

Brass. 

i-in.  Thread. 

3}in.       ...      13/-  doz. 

Cord  Grip.       2/-     ,, 
extra. 


F  21291 

Polished    Brass    or 

Copper. 

r\-in.Threador  ljin.  Hole. 

3iin.      .         13/6  doz. 

4in.  24/-      „ 

5*in.  Polished  Brass. 
SO/-  doz. 
5iin.  Polished  Copper, 

54/-  doz. 

7in.  Polished  Copper 

100/-  doz. 

F  21292 

Cast  Iron. 
%-m.  Thread 
3Jin     "  12'-      doz 

5§in.  36/- 


F  21293 

Polished  Brass. 

i-in.  Thread  or  ljin. 

Hole. 

3|in,  21/-  doz. 


F  21295 

A-in.  Thread  or  1  Jin. Hole. 

Polished     Polished 

Brass.        Copper. 

doz. 

3Jins.       15/-       16/- 

5Jins.       51/-       54/- 


F  21297 

Polished  Brass. 

£-in.  Thread. 
2iin.  16/-  do 

3Jin.  21/6     ,. 


F  21299 

3^in.,    £-in.  Thread, 
doz. 
Polished  Bras^        20/ - 
Oxid.  Copper 
Oxid.  Silver 


F  21301 

3£in.,  &-in.  Thread. 
doz 

Polished  Brass  27/ 
Oxid.  Copper  30/ 
Oxid.  Silver  33/ 


F  21303 

3£in.,    i-in.  Thread. 

doz. 
f    Polished  Brass      30, - 
Oxid.  Copper  ...  33/- 
Oxid.  Silver  36/- 


F  21305 

Gilt  Color,  brass. 
i-in. Thread  or  lJin.Hole. 

2iin.  15/-   doz. 

3iin.  18/-      .. 


F  21306 

Real  Bronze, 
^-in.  Thread. 

3Jin.  78/-  doz. 


F  21307 

}-in.  Thread  or  ljin. 

Hole. 

Polished  Brass. 

3Jin.      ...       27/6  doz. 


F  21309 

h-m.  Thread. 

Gilt  Color  brass. 

3£ins.       24/-  doz. 


F  21310 

3Jin.,  .Vin.  Thread. 

Real  Bronze  Color, 

108/-  doz. 

Oxidized  Silver. 

120-  doz. 


F  21312 

1-in.  Thread. 
:"  Ormolu.  Brass. 

3£in.     ...       66/-  doz. 


F  21311 

Polished  Brass. 

7in.      .    60'—  doz. 

Takes  2  or  4  Osram 

Lamps. 

Holders  extra. 


F  21313 

Polished  Brass. 
7in.      11 4/-  doz. 


<F)  686 

ACCESSORIES. 

SHADE    CARRIERS    Al\l>    TILTERS. 


F  21335 

Polished  Brass. 

For  Shades  with  ljin. 
Hole. 

7/6  doz. 


F 21 337 

Polished  Brass 

Ufcin.  Hole. 

For  Cardboard  or  Silk 

Shades,  with  ljin. 

Opening. 

1 0/6  doz. 


F 21 339 

Polished  Brass. 

Jl£in.  Hole. 
For  Cardboard,  Opal, 
or  Silk  Shades,  with^ 

l&in.  Opening. 

1  5/-  doz. 

F 21 341 

ljin.  Hole.* 

tor  Osram  Lamps. 

18/-  doz. 

F 21343 

For  E.  Screw  Socket. 

1 8/-  doz. 

Screwed  J-in.  brass. 

unless  otherwise  stated. 


F 21 345 

Polished  Brass. 

Tilting  Shade  Carrier. 

For  Shades  with  ljin. 

Opening. 


24/-  doz. 


F 21 347 

Uin.  Hole. 
For  Osram  Lamps. 

28/-  doz. 


F  21 349 

For  E.  Screw  Socket. 

28/-  doz. 

Screwed  ft-in.  Brass 
unless  otherwise  stated. 


F 21 351 

Ormolu. 

Tilting  Shade  Carriei 
ljin.  Hole. 

36/-  doz. 


F  21361 

Tinned. 

To  clip  to  Candle. 

6/-  doz. 


F  21363 

Brass. 

Shade  Holder  with  2in. 

Top  Gallery. 

Clips  on  to  Candle. 

2/-  doz. 


rf\ 


Vm 

a 


T 


F  21365 

Polished  Brass 

4in.  Carrier,  with 

IJin.  Hole  for  Holder. 

1 8/-  doz. 

F  21367 

Polished  Brass. 

As  above,  but  for 

3Jin.  galleries. 

1  8  -  doz. 


F  21369 

Polished  Brass. 

4in.  Carrier,  with  2 
or  3-lt.  ball  body. 

40/-  doz. 

State  number  of 
lights  required. 


F  21368 

Polished  Brass. 

1-Light,  3/-  each 

To  Screw  to  *-in. 
Brass. 

Fitted  with  l|in. 
Shade  Carrier. 


4 


-  r 


F  21370 

Polished  Brass. 

2-Light,  3/6  each 

1 1 1  Si  rew  to  i-in. 
Brass 

Fitted  with  IJin. 

Shade  Carrier. 


F  21371 

Polished  Brass. 

ljin.  Hole. 

For  Duplex  Lamp 

Shades,  or  Shades  with 

4in.  Top  Opening. 

10/6  doz. 

F  21372 

Do.  do.  Heavy  Pattern. 

60/-  doz. 
Holder  and  Lamp  extra. 


F 21 373 

Polished  Brass. 

k-in.  Brass  Thread,  or 

IJin.  Hole. 

lOin.  2/6  each. 


F 21 375 

Polished  Brass. 
IJin.  Hole. 
i.       ...         2/9  each. 


F 21 376 

Polished  Brass. 

A-in.  Brass  Thread. 

9in.  ...  6/-  each. 


F  21377 

Polished  Brass. 

!  in    Brass  Thread. 

lOin.  8/6  each 


F  21378 

Polished  Brass, 

ljin.  Hole, 

9in.  7/-  '■"  h 

Oxidized  Coppei 

8/-  ea<  h 

I  txidize<  I   Silver 

9/-  eai  li 

Foi  Shade  designed  to 
suit  this  gallei  s  s<  e 
9920  I  »lass  Section 
page  967. 


Scale 
Various 


687  (F) 
ACCESSORIES. 


SHADE     TILTERS. 


OIL    LAMP 
ADAPTORS, 


F  21383 

Polished  Brass. 
Without  Shade, 

Flexible  Cord, 
Lamp,  or  Holder. 

This  device  enables  any 

Shade    with     l£in.    top 

hole  to  be  instantly  tilted 

in  any  direction. 

3/-   each 


£*& 


F  21383 

Heavy  pattern,  suitable  for  Large  Opal  Shades  and  Ball  Fittings. 

4/6  each 

Ivory  Bushed  Arms,  fitted  with  Cord  Grip,  Nipple  and  Line, 

ready  foi  use. 


F  21391 

Polished  Br.,". 

Adaptor     for    Belgt 
Oil  Lamps. 

{.in.  Bra^s  Thread. 

22/6  doz. 


F  21393 

Polished  Bra^s. 

For 
Duplex    Lamps. 

h-m.  Thread. 

1  0/6  doz. 


F  21395 

Polished  Brass. 

For 

Duplex  Lamps. 

h-in.  Brass 

Thread. 

45/-  doz. 


F  21397 

Polished  Brass. 

For  Duplex  and 

other  Lamps. 

&.in.  Brass  Thread. 

1  5/-  doz. 


F   21385 

Polished  Brass. 

2/3  each. 

Shade,  Lamp,  and  Holder  extra. 


F  21387 

Polished  Brass."  Very  strong. 

Tilting  Gallery  for  lOin.  Opal  Shades,      ljin.  Hole. 

6/-  each 

Shade  extra. 


,I»l*,Y>'Ci>KI.I- 

ada^ptok. 

Patent  [applied  for. 

S  739 

3/3>ach. 

Useful;  device  for 
connecting  small 
Electric  Apparatus, 
such  as  Fans.  Flat 
Irons,  C  i  g*a  r 
Lighters,  Etc.,  [to 
existing  Pendants. 

B.C.   Adaptor   and 
Lamp  extra. 


KNUCKLE 
JOINTS. 


F  21405 

Polished  Brass, 
i-in.  Brass  Thread. 

25/-  doz. 


^  21407 

Polished  Bra" 

^.in.  Brass  Thread. 

Knuckle  Joint. 

Will  stop  in  position 

without  aid  of  Wing 

Nut. 

30'-  doz. 


F  21409 

Polished  Brass. 
£_in.  Brass  Thread 

24/-  doz. 

Holder  extra. 


F  21411 

Polished  Brass. 

|.in.  Brass  Thread. 

7/6  doz. 

Swivel  Ball  Socket 

for  converting  a 

Canting  Arm  to 

vertical. 

Holder  extra. 


F  21413 

Polished  Brass. 

i-in.  Brass  Thread. 

Free  Swn  el. 

5/-  doz. 
Holder  extra 


(F.l   tSHS 

ACCESSORIES. 


SCALK 

Various. 


SHADE 
FIXERS. 


#2» 


Useful     tools    For    attaching 
and  detaching  Sh  Lde  !  1<  \h  lei 
Rings  where  Shades 
small    to   allow    same   to  be 
hand. 


THE 
SURE    GRIP1 

F  21415 

Nickelled  Steel, 
3  -  each 


F  21416 

Patent  No.  2730-1909. 

Spring  Steel  Grip. 

Polished  Wood  Handle. 

2  -  each 

Spring   claws  are   tig 

on    to    the    Shade    ring    by 

pushing     the    handle,    and 

released  by  pulling  same. 

Vutomatic  and  Simple. 


F  21417 

i  last  Steel 
2  6  each 


PULL-DOWN 
HANDLES. 

FOB      ATTACHMENT     TO 
COUNT  ER  >  V  Kit;  HT 

PKNDAXTS. 


F  21418 

Polished  Brass 
Pull-down     Attachment 
t"ij    I Lampholders      of 
1-Light      Pendant,      to 
screw  on  in  place  of  the 

Shade  Carrier. 
1 , 6  each 

F  21419 

As   above,  but  for 
t  >sram  Lamps. 


(  ORD 
SI  IORTEXERS . 


1   9  each 


F  21421 

gin  BrassThread 

Iron   Stl.  each 

Polished  Brass. 

9d.  each 


F  21421 

F  21423 

Polished  Brass. 
Jin    Brass  Thread. 

2,'-  each 


F  21423 


F  21424 

Polished  Brass, 
ass  Thread. 
3/4  each 


F  21427 

China 

Black  or  White 

2/6  doz. 


F  21429 

China. 
Black  or  White. 

3/-  doz. 


F  21431 

Brass  4/-  diiz 
Will  take  up  2  fei  t  il 
cord,  and  the  Pen 
d  mi  will  preserve 
neat  appearance 


689  (F) 


SCAX.T3 

Various. 


F  21451 


%-in.  TopjThread,  |- 
2-Light 

3-Light 
4-Light 

5-Light 


n.  Branches. 
7/6  doz 
8/6     „ 
9/6 
10/6 


F  21453 

g-in.  Top  Thread,  i-in.  Branches. 
■2-Light  7/6  doz. 

3-Light  ...  8/6     .. 

4-Light  ...  9/6 

5-Light  ...  10/6 


F  21455 


HE 

SI1 

.VVV 
LIT 

CAST 

BALL 

g-ir 

.  Top  Thread 

i-in.  Branches 

2-L 

ght 

1  4/6  doz 

3-1. 

ght 

15  6 

4-L 

ight 

1  6  6 

5-L 

■ght 

1  7'6 

F  21457 

STAMPED 
SPLIT     BALL. 

g-in.  Top  Thread.  i-in.  Branches, 
doz. 


•2-Light 

10/- 

3-Light 

11/ 

4-Light 

12/ 

■5-Light 

13/ 

«-Light 

16/ 

ACCESSORIES. 

BALL     FITTINGS. 

POLISHED    OR    BRONZE    BRASS. 

SHADE     CARRIERS. 

|jL  FOR    SHADES     WITH     IJ-in.    HOLE. 


F  21459 
JUNCTION      BAR. 

g-in.  Main,  i-in.  Branches. 


2-Light 
3-Light 
4-Light 
5-Light 


6/-  doz. 

7/6  .. 
10/-  .. 
12/-     ., 


2-Light 
3-Light 
4-Light 
5-Light 


F  21460 

i-in.  Top  Thread,  i-in.  Branches. 
Cast-iron.  Enamelled  White. 

1  2/-  doz. 
13/6 
15/-     .. 
16/6 


F  21461 
CAST    ELBOW    BALL. 

g-in.  Top  Thread,  i-in.  Branches. 
2-Light  ...  16/-  doz. 

3-Light  18/-     .. 

4-Light  ...  22/-     .. 

5-Light  ...  27/-     .. 


F  21465 
TWIST    BALL    FITTING. 

2-Light  ...  ...  2/-  each 

3-Light  2/6     .. 

i-in.  Arms,   g-in.  Brass  Main. 

By  use  of  the  above,  the  lamps  occupy  a  smaller 

space  in  Dish  ceiling  light,  or  opal  shade,  than 

existing  patterns. 


F  21467 
SHAPE     CARRIER 

AND 
COUP    GRIP. 

g-in.   Thread,  for  l|in.  Shades. 
4/6  doz. 


F  21469 
SHADE     CARRIER 

AND 
CORD    (iUIP. 

With  Stem  lin.  long,  g-in.  Thread. 

Ring  unscrews  at  bottom. 

10/-  doz. 


F  21471 

SHAPE     CARRIER 

AND 

CORP    GRIP. 

With  Stemjlin.  long,  g-in.  Thread. 

Ring  unscrews  at  top. 

12,-  doz. 


F  21473 
SHADE    CARRIER. 

With  Stem  lin.  long,  g-in.  Thread. 

To  screw  on  to  i-in.  Iron  Barrel. 

12/-  doz. 


All  these  Ball  Bodies  take  Shade  Carriers  F  21469,  71,  and  73,  and  can  be  supplied  tapped  for  Pull-down  Handles  at  21-  doz.  extra. 


(F)  690 

ACCESSORIES. 


ADAPTOR     BALI.     FITTINGS, 


FOR    SERIES    OR    PARALLEL. 
POLISHED      BRASS. 


r**T] 


F  21482 
<  IIIXA  ADAPTOR. 

Series  only. 

2-Light  21, -doz. 


ADJUSTABLi: 
BALL     CLUSTER. 


This  device  is  not  connected  up. 

rhese  Clusters  are~designed  for  use  with  Ceiling  or  Dome 
es  Stand  Lamps.  Dish  Fittings,  Etc..  where  it  is  required 
to  adjust  and  fix  the  Lamps  at  any  particular  angle  with 
relation  to  the  Dome  or  Reflector  The  Holders  may  be 
turned  to  any  position  between  two  points  180°  apart,  and 
locked  by  means  of  a  Screw  By  removing  the  Holder  Cap, 
easy  access  is  gained  to  the  Terminals  for  connecting. 


F  21484 

WIRELESS     BALL 

CLUSTER. 

Parallel. 

2-Light         ...  22/-  doz. 

3-Light  ...  25/6   „ 

F  21486 

SERIES. 

2-Light      ...       22/-      ,, 

§-in.  Brass  Thread. 

The  necessary  Connections areall 

mechanically  made.     All  that  is 

required  is  to  connect  the  external 

leads  to  the  Cluster  Terminals. 


F  21480 


2-Light 
3-Light 
4- Light 


4/3  each 
5/9     „ 
7/3     „ 


|-in  Threaded  Top  Hule 


F  21483 
OSRAM    ADAPTOR. 

2-Light  27/-  doz. 

4-Light  50/-    „ 

Wired  in  Series,  complete  with  B.C 
Adaptor  and  S.C.  Holders 


F  21488 

PARALLEL 
2-Light  24/-  doz 

3-Light         ...        28/-      „ 

F   21490 

SERIES. 

2-Light  24/-  doz. 

B.C.  Adaptor 


F  21489 

Polished  Br 
2-Ligin  50/-  doz. 

4-Light  ...         80/-      „ 

Spread.  9ms 

Wired  in  Sere--  complete  with  IV'     Idaptoi  -  and  Shade  '  larriei  Holders 


F  21491 

Polished  Brass. 
2-Light  54/-  doz. 

4-Light  ...        87/-      ,, 

Si    ead,  9ms. 

Win  ,1  in  Serii  -  complete  with  B.C,  Adaptoi  and  Shade  Carriei  Holders 


991    (F) 

ACCESSORIES. 


WIRELESS     CLUSTERS, 


l'OI.ISIIKD       U14A.SS. 

Fitted  with   Detachaelk 
Bases.    (Except   f  21495). 

Tapped   £-in\   Brass. 


F  21494 

4ins 

fliam. 

Holders  63° 

from  Vertical. 

2-Light 

32/-  doz 

3-Light 

36/-     „ 

4-Light 

40/-     ,, 

5-Light 

45/-     ,, 

6- Light 

48/-     ,, 

F  21492 

3ins.  diam. 
Holders  45°  from  Vertical. 
2-Light  ...         26/-    doz 

3-Light  30/-      ,, 


F  21496 

4ins.  diam. 

Holders  63"  from  Vertical. 
3-Light  36/-   doz. 

4-Light  40/-      ,, 

5-Light  ...         44/-.    ,. 

6-Light  48/-      ,, 

7-Light  ...         52/-      ., 

These  Clusters  mav  be  connected  so  that  the 
Centre  Light  can  be  controlled  by  a  separate 
Switch. 


F  21493 

4ins.  diam. 
Holders  33°  from  Vertical. 

32/-  doz. 


2-Light 
3-Light 
4-Light 
5-Light 


36/- 
40/- 
44/- 


F  21495 

4ins.  diam. 

Holders  13°  from  Vertical. 

2-Light  ...         24/-    doz. 

3-Light  ...         29/-      ,, 

4-Light  ...         33/-      ,, 

Fixed  Base,  tapped  g-in.  Brass,  5/-  per  doz.  extra. 


F  21497 

6ins.  diam. 
Holders  63"  from  Vertical. 
8-Light  ...        96/- doz. 

10-Light  ...     120/-       ,, 


When  ordering,  please  state  how  holders  are  to  be  connected  ;  whether  in  Parallel  or  Series. 


<F)  69-2 


Scale 
Various 


HALL    FITTINGS. 

POLISHED    HU.VSS. 


SPIDER"      PATTERN. 


F  21501 

CAXTIKG.     |-in. 

rube. 

2-Light 

25/-    doz 

3-Light 

28/6 

4-Llght 

33/- 

5-Light 

38  - 

F  21503 

PEHPBNDICULAR. 

(Especially  suitable  foi  (isii.v.M  Lamps). 
2-Light  25/-    doz. 

3-Light  28/6 

♦■Light  33'- 

5-Light  38  - 


1       ~^/K 

F  21505 

2-Light 
3-Light 
4-Light 
5-Light 

2  in.  Tube. 
24/- 
27/- 
31   - 
36/- 

J- in.  Tu 

30/ 
36/ 
42 
48/ 

doz. 


This  Fitting  is  a  much  superior  article  to  any  of  a  similar 

kind  on  the  market,  having  cast  ornamental  Cord  Grip 

and  Brass  Nipples. 


TUBES     A.M)     CHAINS. 

For  Lengthening  existing   Electroliers,  etc. 


F  21511 

OVAL 

LINK 

CHAIN. 

Wrought 

Pol. 

( Ixid. 

Iron. 

Brass. 

i  opper 

Silver 

it-in.  Link      -/4 

-Is 

-la 

1/-pei    1 

lin.    Link      -/4 

-17 

-/10 

1/3      ., 

IJin.    Link      -/4 

1/2 

1/6 

1/10 

l*in.    Link     -/5 

1/a 

2/- 

2/6 

F21513 

2in.  Light  Pattern. 

Polished  Brass 

1/-  doz 

Oxidized  Coppei 

1/6 

Oxidized  Silver 

2/6 

F  21514 

2J1I).  Heavy  Pattern 

Polished  Brass 

3/-  do 

Oxidized  Copper 

4/-      „ 

i !  Silver 

6/- 

"CASH'S" 
PATENT      CHAIN. 


BRASS 

TUBES,     POLISHED     AM)     LACQUERED. 

PRICE     PER     DOZEN 

pa*a"         Length 
lo^ue         Inches. 
No. 

l-in. 
Diameter 

\-m. 
Diameter. 

|-in. 
Diameter. 

|-in. 

Diameter 

Remarks. 

F  21521 

1 

1/6 

2/6 

4/- 

F  21S23 

1', 

2/- 

3/- 

4  3 

Z 

F  21525 

2 

2/6              3  6              4/6 

- 

F  21557 

2* 

2/9              4  -               5/- 

IN 

F  21529 

3 

3-               4  6              5  6 

F  21531 

3.'. 

3  6              5  -               6  - 

- 

F  21533 

4 

*/- 

5  6              7/- 

ORDERING 

F  21535 

4'. 

4/6 

6/-               Bi- 

Q 

F  21537 

5 

5/- 

ll-               91- 

F  21539 

6 

6'-               8/-            10- 

- 

PLEASE 

F  21541 

7  .'. 

7/6     '        9/-            12- 

F  21543 

9 

9-            12'-            15- 

STATE 

F  21545 

12 

1 2  -       [15-            18- 

21/- 

F  21547 

15 

15-            18-            21- 

24- 

F  21549 

18              18-            21-            24  • 

27  - 

STOCK 

F  21551 

24             21/-            27-            30'- 

36 

F  21553 

30             27/-       !     33'-            36/- 

48- 

NUMBER 

>V 

ROUGHT     IRON     TUBES. 

For  fttti 

ig  up  Outside  Fittings,  such  as  are  used 
for  Shops.  Mines,  Factories,  and 

AND 

Street  Lighting. 

DIAMETER 

Catalogue 

Length 

g-in. 

A-in. 

No. 

Inches 

Diameter. 

OF    TUBE 

F  21563 

4 

-/6 

IB 

F  21565 

6 

-II 

-19 

Ea<  h 

REQUIRED 

F  21567 

9 

-IB 

■HO 

F  21569 

12 

11-                   1  ,'3 

F  21575 

This  is  undoubtedly 
the  strongest,  simplest 
and  most  effective  chain 
vet  designed  for  the 
purposes  of  concealing 
electric  light  wires. 

Amongst  the  many 
advantages  which  it 
possesses  may  be  men- 
tioned : 

No  friction  on  wires. 

Perfect  accessibility. 

I     -■  i  'I  wiring. 

Equally  suitable  tor 
one  or  more  circuits 

Tin-  appearance  of 
unsightly  wires  is 
entirely  done  away 
with. 


Polished  I  ixidi  sed  >  ixidized 
Brass       Copper.     Sili  ei 


l  -  in 

Link 

1/- 

1/3 

1/6  l 

lm. 

Link 

1/3 

1/6 

1/9 

Uin. 

Link 

1/6 

1/10 

2/2 

l>i 

Link 

1/9 

2/2 

2/7 

2*,„. 

Link 

2/3 

2/9 

3/3 

FOR    CEILIXG     PLATES,    HOOKS,    XURLS,    ETC.. 

Foi   use  with  these  Tubes  and  Chains  ->t',->  pages  682  and  684. 


CAXDLK     FITTIXCiK. 


(593  (F) 


F  21579 

1  /3  each 

I  eli  scopic  Candle  Fitting. 

C'omplete   with   Adjustable 
Rubber  Plug  and  Springs. 

Will  fit  inside  any  length  (  'pal 
Tube  up  to  6ms. 

Extra  : 
Lamp'and  Lampholder. 


F  21579 


F  21581 

Huntalite  Patent  Candle. 

100-200   Volts, 

3/9  each 

i  iver200  Volts, 

4/3  each 

The  special  feature  ol  tins 
Candle  is  the  absem  e  <  >l 
interior  fittings,  the  Lamp 
and  Opal  Tube  being  com- 
bined in  one  piece.  No 
shadows  are  then  [i  ire 
apparent  on  the  Tube,  and 
an  exact  resemblance  to  an 
ordinary  W  ax  I  'andle  is  the 
result. 


F  21585 

1  /-  each 

Long   slotted    S.B.C.  Lamp- 

holder,      with      Adjustable 

\<  ubbei   <  irip  i"i   use  with 

above. 


F  21583 

Low    Voltage,    3/9  each 
High  Voltage,     4/3      ., 

With  Carbon  Ki lament 
Lamps. 

F  21584 

For  Osram  Lamps. 
2/-   each 

Without  Lamps. 

The  advantages  of  using  this 
Candle  may  be  summarized 

as  below  : — 

(1)  Rigidity  when  fixed,  the 
Rubber  Expanding  Plug 
being  the  best  method  of 
attachment  to  Candle  Socket, 
while  the  Spring  shown, 
draws  the  Lamp  firmly  on  to 
tube,  and  the  Tube,  in  turn 
tightly  on  to  the  Bevelled 
Rubber.  No  shake  is  there- 
fore possible,  a  fault  which 
is  present  in  other  Candle 
Fittings. 

(2)  Illumination  of  Tube 
giving  realistic  appearance 
ol  Wax  Candle. 

(3)  Security  of  attach- 
ment. No  amount  of  vibra- 
tion can  loosen  the  fitting 
when   fixed. 

(4)  Always  upright. 

Stocked     to    fit  4  and 

(Iiii     '  'andle  Tubes. 


F  21583 


F  21584 


WHITE     OR     YELLOW      OPAL     TUBES      OR      CANDLES. 


PATENT     SELF- 
ADJUSTING 
I.A.Ml'-HOLDEIJ. 


F  21587 

To  fit  into  Candle  So,  ket 
"I  /-  each 


Catalogue 
No. 

Description. 

Length. 

Internal 
Diam. 

White 

Opal. 

Per  Doz. 

Per  Gross. 

Yelli  iw 

i  ipal 

Pi     Do 

F  21590 

4in. 

i-in 

3  - 

30  - 

6/- 

F  21591 

44in. 

J -in. 

3/6 

33/- 

-II- 

F  21592 

5in. 

i-in. 

36 

36/- 

71- 

F  21593 

6in. 

^-in. 

4/- 

42/- 

81- 

F  21594 

4in. 

lin. 

3/- 

30  - 

6/- 

F  21595 

5in. 

lin. 

36 

36- 

71- 

F  21596 

6in. 

lin. 

4- 

42  - 

81- 

F  21 600 

Unglazed 

4in. 

lin. 

4/- 

42/- 

81- 

F  21597 

4Jin. 

lm. 

4  6 

48  - 

9- 

F  21598 

5in. 

tin. 

4/6 

48/- 

9/- 

F  21 599 

Bin. 

lin. 

5/- 

54- 

10- 

CANDLE 
SOCKET. 


F  21589 

1  /-  each 


(Fi  694 

ACCESSORIES. 


SCALE 

1/3rd 

Full  Size. 


MIRK    GUARDS    FOR    GLOW    LAMPS. 


F  21601 

For  16-C.P  Lamps 
For  Pendants  and  Brackets, 

I  i. 

Polished  or  Bronzed  Cap  and 

Wire  Guard,     ljin.  Hole. 

9/-  doz. 


F  21603 

Extra    large    size    for     Peai 
Shaped  Osram  Lamp. 

1  2/-  doz. 


F  21605 

3im.    P-B-    Gallery   and    Galvanized 
Win  t  luard. 

Suitable  for  16-C.P.  Lamps 

18'-  doz. 

F  21607 

Largei  size  for  Osrai    La 
20  -  doz. 


) 


\L& 


F  21609 

For  16-C.P.  Lamps.      P.B.  or  B.B. 
ljin.  Hole. 

w  ill.  feet,   38/-  doz. 

F  21611 

Without  feet,  34./-  doz. 


1 

1 

V 

\ 

— , 

\ 

1 

hr=* 

F  21613 

For  16-C.P.  Lamps. 
Galvanized  Wire  Guard. 

Suitable  for  Portable  Lamps. 
5/-  doz. 


F 21615 

StmiiL:  Galvanized  Wire  Guard 
For  springing  on  to  Enamel  Iron  Shades. 
8in.     9in.     lOin.        12in.       15in.       18in. 

6/-  7/-  8/-  10/6  16/-  30/- 

Above  are  also  suitable  f<  >i 
Osrani  Lamps. 


I  i  )K    C  \lvl',<  >N    1  IL  Wll  \  I' 
p   21621      Tinned  Wire 

F   21  623     l>,iass  Wire 

FOR    <  ISRAM    I.  WIT 
p  21  622    Tinned  Wire 
F  21624    Bfass  Wire 

l  [older  and  Lamp  m  ■!  in<  lui  led 
Simple  to  fix 

\'  i  i  aj Lllerj  to  obstrui  t  light. 

Mi  tin  - 1  ol  c<  'i i- 1 1  in  i  ion  renders  i  he  g  ua  rd  unbreakable 

When  set  ureli    fixed   to  holdei   ii  is  impossible  foi 
unauthi  .rised  person  i>  i  remi  ii  e  lamp 


1    \UPS 

7/6 

doz 

15/- 

" 

9- 

doz 

18- 

•> 

F  21617 

Win'  l  rame  for  Silk  Shades. 

ljin.  top  hole. 

Din.  6/-  doz. 

10m.  6/-  doz. 


1/3rd 

Fi  i.i.  Size. 


695  (F) 

ACCESSORIES. 

COUNTERWEIGHT    FITTINGS. 

CHINA.,    AX1)    POLISHED    OR    BRONZED    HUASS. 


F  21635 

Polished  Brass. 

Will  hold  3lbs.ol 
Shot. 

White  China 
Wheel. 

16/-  dew. 


M. 


F  21647 

Brass. 

Ring  and   China  Wheel 
forourZiin.  H.V. 

Ceiling  Roses. 

Without  Guide, 
4'-  doz. 

F  21648; 

With  Guide, 
6/6  doz. 


F    21649 


Ring  and  China  Wheel. 

heavy  cast  pattern,    for 

our    2*in.    H.V.    Ceiling 

Rose. 


10/6  doz. 


F  21651 

l^in.  China  Wheel. 

Mounted  on  Brass. 

10/ 6  doz. 


F  21653 

Urn.  China  Wheel. 
Mounted  on  Brass. 
A  useful  device  for  carrying 
Flexible  Pendant  to  any  point  in 
room.  Guide  prevents  flex,  from 
running  off  pulley.  See  page  696 
for  further  illustration. 

10/-  doz. 


F    21655 

Brass. 

For    extending    Pendants    away 
from  Ceiling  Rose. 

16/-  doz. 


*  These  Weights  and 
Rings  are  provided  with 
guides  to  prevent  cord 
from  running  off  pulley 
as  shown  on  F  21  633, 
at  slight  extra  cost. 


F  21657 

Brass. 

With  Wood  Screw. 

Hin.   China  Wheel 

5/.  doz. 


DUST    SHOT. 

For    above    Weights,  in 
28lb.  bags,  per  bag  8/- 
Smaller  quantities,  per  lb. 
4d. 


F  21659 

Brass. 

With  China  Wheel  for 
Bi  ackets  lor  suspending 
weight  Pendants,  h-m. 

12/-  doz. 


fixing  to 
Counter- 
Thread. 


(F)  696 

ACCESSORIES. 

COUNTERWEIGHT     FITTEVGS. 

Registered    Design. 


Dust    shot. 

Kor  O  tunterweights 
281b.  Bags 
8'-  per  bag. 
4d.  P"  II) 


F  21671 

Brass  Counterweight,  and  2Ain. 
HA'.  Ceiling    Rose  and  Pulfey. 

Without  Guide  20  6.'loz.  sets 

With  Guide     ...  27/- 


F  21673 

Cream  or  Black  China 

Large  Size,  to  hold  41bs.  ol  - 

-        -mplete      so'-doz. 

Counterweight  only     36- 


F  21677 

F  21  675  —  '  Inn, i  Counterweight,  and 
2£in.  H.V.  Ceiling  Rose  and  Pulley. 

Without  Pulley  Guide         19/-  doz.sets 
With  Guide         ...        ...    24/- 

F  21  677  2Ain.  H.V.  Ceiling  Rose  and 
Pulley.  All  Cast  Mountings.  Plain 
Cream. 

Set  complete       30/-  doz. 

Counterweight  only     ...      13/6   ,. 

F 21679 

(  ream  with  Gold  Lines      48/-  i 

Counterweight  only     ...      24/- 


F 21680 

i    ...     itenveig    I  v.  itl    Spe  ial  Lock 
Nut  and  Strong  (  <<u\  Guide. 
'."mi   H.V,  ( 'eiling  Rose  and  Pulle; 

Without  Pulle;  ( luidt  25/-  doz  sets 

Wuh     Pullej     Guide 

(as  illustration)        ...    30/- 


Improved 

Regd 


F  21681 

H.V.  i  eiling  Rose  with  concealed  Pulley  Wheel. 

21/-  do 

t".ui  be  used  with  any  plain  '  ounterweight  on  this 

and  previi  ms 
Arranged    Foi    looping    in    and     to     take     CM. A 
Flexible  <  'ord. 

iiKiii  voltagk  ceiling; roses 

FITTED     TO     AJBOVE     SETS. 


F   21683 

i  asl  iron      Counterweight  |J  with    HA'. 
Ceiling  Rose  and  Guided   Pulley. 

28/-  pei  do; .  sets 

i  lounti  rwi  ighl  only  ...  1  2/-  do/. 


NC'AI.K 

1   3rd 
Fri.i.    Size 


697  (F) 

ACCESS*  )RXES. 

COUNTERWEIGHT    FITTINGS. 


F  21691 

Polished  or  Bronzed 
Brass,  and  F21  681 
Ceiling  Rose. 

3/9  per  set. 


F  21693 

2iin.  H.V.  Ceiling 
Rose  and  Patent 
Pulley    Attachment. 

2/-  each 


Cream    China 
Counterweight. 

4/-  each 

Brass  Counterweight 


4/6  each. 


F  21694 

Polished  Brass, 
1  5/-  per  set 

WillholduptolOlbs 
of  shot. 


F  21707 
SPRING    DRUM. 

Polished  BrassJ       7/6  each. 
Oxidized  Copper,  a9/6 
Oxidized  Silver,    10/6 

No  Counterweight  required.  Height  of 
Shade  adjusted  by  means  of  a  concealed 
spring  inside  cover.  Will  support  Silk  or 
Glass  Shades  of  moderate  weight. 


F  21695 

Polished  Brass, 

1  5/-per  set 

Without  Fluted 
Ornarment. 

F  21697 

As  illustration. 
1  8/-  per  set 


F  21709 

BRADINEK. 

The  well-known 

Counterpoise   and    Cord 

Absorber.  Polished  Brass 

4/6  each 

Ceiling  Rosette 

F  21243    and     i  lord 

extra. 


(F)  698 


AC  ICBSSORIES. 

Prices  no  NOT  include 
Ceii.ixc;    Roses. 


Scale 

1/3rd 

Fri.i.  Size. 


COUNTERWEIGHT    FITTINGS, 


F  21715 

l  'i  dished  Brass. 
4/6  each 

'ullej  fi  n  i  'eilinj    R 
1/3  each 

Will  hold  4J  lb.  of  S  o 


F  21717 

Polished   Brass. 

9'.  per  sel 

To  hold  6  lb  "I  Shot 

F  21719 

1  5'-  per  set 

'1  o  hold  up  to  15  lb 


F  21721 

1 '         i    ea      China  C iterweight 

Suitable~fo>  3-Lighl  Pendants. 

6/-  ear-li 
2Jin.  Double  Pulley  foi  <Viimu  Rose 
1  '3  each 


Sl.VI.lC 

1/3rd 

FlIJ.  Sizi 


699  (F) 

ACCESSORIES. 


COUNTERWEIGHT    FITTINGS. 


F 21731 

Polished  Brass         ...  J 1/6  per  set 


Oxidized  Copper 
Oxidized  Silver 


13/- 
14/6 


F  21733 

Polished  Brass  ...         11/6  per  set 

i Oxidized  Copper      ...         13/- 
Oxidized  Silver        ...        14/6 


F 21 735 

Polished  Brass  1  9/6  per  set 

Oxidized  Copper  22/- 

Oxidized  Silver  25/- 


All  these  sets  with  the  exception  of  F  21  731    are  arranged  for  the 

iexible  wires  to  pass  through  the  counterweight. 

In  the  case  of  F  21731    the  wires  pass  outside  the  weight,  as  used 
on  most  2-hght  Dressing  Table  Pendants. 


F  21737 

Rich  Gilt  Color  Cast  Brass     24/-  per  set 


F 21 739 

Polished  Brass   ...       9/-  per  set 


F 21 741 

Rich  Gilt  Color  Cast  Brass     30  -  per  set 


(F)  700 


SWITCH    PLATES. 


PRICES    ARE    FOB    PLATES    ONLY,    SWITCHES    EXTRA. 


-  can  be  had  for  Switch  Plates, 
Wall   Plugs,  Bell  Pushes,  etc.,  to  match 
existing  fittings. 

5  l  make  a  speciality  of  Door  and 
Hearth  Furniture  to  match  our  Electric 
Fittings  and  Switch  Plates. 


F  21822 


COLONIAL. 


3  X  3ins„    for  1   - 
X  3ins.,    for  2 
X  3ins„   for  3      „ 

9  X  3i; 

or       -for  4 

5  X  5ins. ) 


Gilt  Color. 

each 
3,9 
76 

113 

15/- 


Real  Gilt. 

each 

5  - 

lO/- 

15/- 

20  - 


F  21824 
EMPIRE, 


2in.  Centre-. 


3  X  3ins., 

5  X  3ins.. 
7  X  3ins, 
9  X  3ins. 

or 
5  X  5ins.  ) 


for  1  Switch 
for  2 
lor  3 

-  for  4 


each 
2  6 
5  - 
7  6 

10  - 


Real  Gilt. 

each 

5/- 

10  - 

15  - 

20  - 


2in.  Centres 


F  21826 

TIDOK, 

Oxidized 
Silver  or 

Gilt  Color 

Copper. 

Real  Gilt 

each 

each 

each 

3  X  3ins.. 

for  1  Switch 

39 

4  6 

5  - 

5  X  3ins.. 

for  2 

76 

9  - 

10- 

7  X  3ins., 

for  3 

113 

13  6 

15/- 

9  X  3ins. 

or 

■for  4 

15  - 

18  - 

20  - 

5  X  5ins. 

. 

3J  X  3Jins..  for  1  Switch 

5*  X  3Jins. .  for  2 

7a  X  34,ins..  for  3 

51  X  5iins,,  for  4 


F  21828 

LOOS    XV. 

Gilt  Color  with  Plain  Knobs,    each 

3J  X  3Jins..  for  1  Switch  3  9 

5J  x  3Jms.,  for  2  76 

113 

15  - 

Real  Gilt  with  Chased  Knobs,  as 


lilt  l 
each 
4  3 
8  6 
12  9 
17- 


Real  GilL 

each 

7/6 

15/- 

22  6 

30/- 


illustration. 
For  1  Switch 

each 
10  - 

For  2       ..               

For  3 

20  - 
30  - 

For  4 

4ft- 

s 

2Jin.  Centres. 

ate  can  be  supplied  either  vertical  or  horizontal. 
2in.  Centres. 


F  21832 

KEXAISSANCE. 


3  x  3ins., 
5  X  3ins.. 
7  X  3ins  , 

9  X  3m-.,  1 

or 
5  X  5ms.  I 


for  1  Sv 

for  2       .. 
for  3      .. 

lor  4 


each 
3/- 
6/- 

9/- 

12/- 


Real  Gilt. 

each 

4/3 

8  6 

12  9 

17/- 


F  21834 

LOUIS     XVI. 

I  Color. 


2in.  Centres. 


3J  X  3Jins..  for  1  Switch 

5|  X  3Jins.,  for  2 

1\  X  3Jins.,for3 

5J  x  5Jms..  for  4      „      .. 


2in.  Centres. 


Real  Gilt. 

With 

Plain  Knobs.    Chased  Knobs, 

each  each 

3  9  10/- 

7/6  20  - 

11/3  30/- 

15  -  40  - 


K  WITC  1 1     PI.  ATI  :S. 


701  (F) 


ICES     Alili     FOR     l'l.ATHS     ONLY.     SWITCHES     EXTRA. 


3x3ins. 

5£x3ins, 

7Jx3ins„ 

9J>  3i  11-     i 

or 


F  21836 
ELIZABETH  A.N. 

Polished  Brass, 
for  l  Si\  itch 
for  2 
for  3 


2/6  each 

5/- 

7/6 

10/-       .. 


'.'I.'.in  Centres. 


ed  Brass 
Oxidized  Copper 
Oxidized  Silver  . 


F  21838 

.IACOBEAX. 


6d.  eat  I 

8d.      „ 

10d.      „ 


3  ■  3ins.,  foi  1  Switch 
€x3ins.,  for  2 


F  21844 

FLEMISH. 

Antique  Brass 
Pi  dished    i  ir  l  ixidized 
Brass.  Copper. 

Sd.  6d. 

8d.  lOtl. 

3in.  Centres 


Oxidized 
Silvei 

8d.    each 
1/1 


■■ 

s 

v. 

/^N 

- 

jj 

\~j 

K 

y 

F  21846 

Polished  Brass. 
3x2tins„  for  1   Switch 

1/6  each 

S    Ziins  .  for  2  Switch. 

2/6  each 

-    i.  ir  3  Switch. 

3/6  eai  h 

12x2Ains.,  for  4  Switch. 

4  6  each 

2];!in   Centres. 


F  21840 

ADELPHI. 

Gilt  i  oloi 

3       3ms 
5/  ■  3ms 
7jx3ins, 

91.     3iii.  i 

for  MSwitch       

for  2 
tor  3 

2/6  each 
5/-       .. 
7/6     .. 

10'- 


2-^m.  Centres. 


F  21842 

HEPPLEWHITE, 

Gilt  Color  ...  6d.  eai  h 

i  ixidized  I  ■  ipper  8d. 

Oxidized  Silver  lOd. 


F  21848 

I^VI'KEL 


F  21850 

SHERATON. 

Polished  Brass,  for  Sunk  Switch 
9d.  each 

F  21852 
BEVEL. 

P.B. 

( >.C. 

<  i.S. 

3 

X3ins.. 

for  1  Switch 

1/3 

1/8 

2/-   each 

5 

x3ins.. 

for  2 

2/6 

3/4 

4/-      .. 

7 
9 

5 

■  3ms. 
3nis 
"ir 

;  ■  5Ains. 

for  3 
-  for  4 

2in. 

3/9 

5/- 
Centres. 

5/- 
6/8 

6/-      „ 
8/- 

F  21854 

IIAMMKK. 

Hammered   Polished  Brass,  for  ordinary  Switch 
on  Recessed  Block. 


Zh  X  3iins. 


1/3  ■■■" 


(  F)  70-i 

ACCESSORIES. 


POLISHED    AVOOD    BLOCKS 

OF    WELL-SEASONED    WOOD,    WABBAM'KU    NOT    TO    WAKP, 
Polished    hkk(  ii.   Imitation   Walnut,   white    enamelled.   Real   Walmt.   and   Teak. 


Catalogue 
No. 

Size  at 
Back. 

Size  on 
Face. 

Thickness. 

Polished  Beech 
and  Imitation  Walnut. 

While  Enamel. 

Real  Walnut  or  Teak. 

Inched 

Inches. 

Inch. 

Per  doz. 

Per  g 

Per  doz. 

Per  - 

Per  doz. 

Per  gross. 

F  21900 

q 

-1- 

ft 

1   6 

15/- 

1  9 

16  - 

2  3 

20- 

F21901 

3* 

2J 

8 

1  6 

15  - 

l/IO 

18- 

2  5 

22  6 

F  21902 

H 

- 

a 

1  6 

15  - 

l/IO 

18/- 

2/6 

22  6 

F  21903 

3 

2i 

1                 1  6 

15  - 

2  - 

18'- 

2  6 

22  6 

F  21904 

3.; 

24 

1J               2- 

20  - 

2  4 

22  - 

3  - 

30  - 

F  21905 

3, 

31 

2  2 

20  - 

2  4 

22  - 

3  6 

33  - 

F  21907 

44 

3§ 

2  6 

24  - 

3  - 

28  - 

4  6 

42/- 

F  21909 

4i 

4 

3  4 

29  - 

3  10 

36  - 

5  4 

52  - 

F21911 

4i 

4 

1 

34  - 

4  2 

44/- 

6/1 

60  - 

F  21913 

5i 

41 

4  3 

42  - 

5  2 

54/- 

7  8 

75  - 

F  21914 

6 

51 

5  - 

50  - 

6  2 

60- 

10  2 

lOO  - 

F21915 

6f 

61 

63 

60  - 

8  4 

84/- 

14  2 

130  - 

F  21916 

7i 

7 

79 

78  - 

11   - 

100  - 

18  6 

180  - 

F  21917 

8} 

8 

9  6 

96  - 

15  - 

130/- 

24  - 

240  - 

The  White  Enamelled  Blocks  are  finished  in  a  superior  manner  to  those  usually  sold.    The  surface  th  and  free  from  blemish  or 

stickiness,  and  when  fixed  does  not  show  the  handling  received  from  workmen. 


FILLETED      SQUARE     AM)      OBLONG 
POLISHED      MOOD      BLOCKS. 

Round    and    Dove-tailed    Corners. 


SHAPED 
WOOD     BLOCKS, 

Real    Polished    Walxct. 


Catalogue 
No. 

Description. 

Dimen- 
sions. 

Imitation  Wood. 

Real  Teak 

or  Walnut. 

Per  doz. 

Per  gross . 

Per  doz. 

Per  gross. 

F  21921 

For  1  Switch 

3±x  3J 

3/- 

32  - 

4/- 

42  - 

F  21922 

o 

&i  ■    3A- 

4,- 

42  - 

5  6 

57/6 

F  21923 

..     ■'( 

9ix   3£ 

5/- 

54- 

7  6 

77  6 

F  21924 

•  •     4       „ 

12*  x   3£ 

6/- 

66  - 

io/- 

ioo/- 

F  21925 

..     4       „ 

6ix   6J 

6/- 

66  - 

10- 

100  - 

F  21926 

,.     6       „ 

9ix   6J 

7  6 

84  - 

12/6 

126  - 

F  21927 

„     8 

12|x  6i 

9- 

100/- 

16  - 

160'- 

F  21928 

.,     9       „ 

9*x  9i 

9  - 

lOO  - 

16  - 

160/- 

F  21929 

„  12       ., 

12Jx  9i 

12/- 

132  - 

21   - 

210  - 

F  21930 

,.  16       .. 

12J  xl2* 

16  - 

175  - 

26  - 

260  - 

F   21941 

7Ains.  long. 
5Jins.  wide. 

18-   doz. 


F    21943 

I4ins.  long. 
l.in-.  wide. 

24-    doz. 


F    21945 

iUjins.  long. 
5fins.  wide. 

36/-  doz. 


th  i : 
"  NEW     ERA  " 

FIXTURES    BLOCK. 


F  21947 

9  - 

Imitation  Walnut. 


doz. 


White  Enamelled  or  Teak  Blocks.  1/-  ; 


F  21948 

12- 

hmtalion  Walnut. 


doz. 


This  patent  a  which  is  suitablejfor  use  with  Brackets  and  Electroliers,  effectually  overcomes  the  old  objection  to  "  Hand-made  Joints* 

than  six  fittings  can  I  i  New  Era  "  blocks  ii  e  that  would  be  taken  l<>  fix  one  fitting  only  to  ordinary  block  with  Hand-m.! 

Era"  blocks  enable  fittings  to  be  removed  without  cutting  wires  or  in  any  way  damaging  decorali' 


\ 

New 


703  IF) 


SCALE 
VARIOUE 


REFLECTORS. 

Prices    i><>    not    include 

Lajii's,    i.AMi'iioi.i>i:iit*    or    Brackets. 


SHOP    WINDOW    and    PICTURE 
REFLEC  TORS. 


F  21950 

Nickelled    ...    1/3  each 

Foi  Miniature  I  ti  ilders 

and   Lamps 


F  21952 

Brass         ...      1/3 'each 
Nickelled..       1/3     .. 


F  21953 

Natural  JPearl, 

2/6  each 

Very]  Decorative. 


F  21955 

DESIDER  MUM 

Enamelled  Iron. 

1  /6  each 

Sihered  Fluted^Copper, 

7/6  each 


F   21957 

V  oi  Mimal  imp  Tubular 

Lamps.  Nn  I  elled  insiae, 

Bronzed  outside. 

1/-   each 

F  21959 

Wiih   1J  in.  holp   for 
Large  Tubular  Lamp 

1/3  earh 


F  21961 

4/6  each 

Japanned,  lined  with 

S:l\  ered    Fluted  <  llass 

F  21963 

\  o\  p    !  :  :   ; . , :  :.  '  i     Foi 

[  . 

5/6  each 


F  21965 

Nickelled  2/9  each 

Aluminium...     2/9 


F  21969 

I  n  ntists'    Parabolic   Re 
Hector,    Nil  kel-plated 

4/6  each 


F  21971 

Conic  Refiei  tor,  Nicki 
plati  cl 

3/6  '■•■  I 


F  21973 

^-in.  Prass  Female 
Thread. 

Knuckle  Joint. 

I  'i  ilished  I'm  ■, 

9/6  i  ai  I 

<  Kidized    Copper, 

11/6  each 

Oxidized  SiI\<t, 

13/6  eai  h 


C* 


W 


F  21975 

To  clip  on  Lampholder 
Enamellr  I    I 

./4  each 
Nickelled  ./Beach 


F  21976 

With  1J  in.  Hole. 
Nickelled  1/2  each 


F  21977 

To  clip  on  Lampholder. 
Nickelled  1/-each 


F  21978 

With  li  in   Hole. 

Nickelled  1/2  each 

For  32-50  C  I'.  I  Isram 

Lamps. 


F..21981 

With  1J  in.  Hole. 

Nickelled  1/-  each 

For  32-50  C.P.  Osrarn 
Lamps 


(F)  704 


REFLECTORS. 

Prices    r>o    NOT   include 
Lamps    or    L.\mphoi.ders. 


Scale 
Various. 


SHOP    WIXHOAV    REFLECTORS 
and    SHELF    CLIPS. 


F  21983 

Aluminium. 

6d.  each 

To  nt  to  lamp  cap. 


F  21985 

Nickelled. 

2/6  each 

For  100  C.P. 
Osram  Lamp. 


F  21987 

Ribbed  Glass  Mirror 
Reflector. 
Parabolic  shape. 
6in.         ...         1/6  each 
...         2/6     „ 

4/9 
21  lip. 
Galleries  extra. 


REGISTERED     DESIGN. 

Tin'-  bracket  has  several  claims 
over  others  of  its  kind.  The  clip 
grips  the  shelf,  and  will  accommodate 
itself  to  varying  thicknesses.  The 
socket  holding  lampholder  swivels 
in  any  direction,  there  being  two 
movements  to  allow  ot  tins 


F  21995 

Nickelled        1/6  each. 


F  21997 

Polished  Brass       ...       1/9  each 
Nickelled       ...  1/9     „ 

Glass  Shell  Bracket. 
Arm   can  be  attached    to    Clip 

horizontally  as  shown,  or  screwed 
vertically  into  body. 


F  22003 

Jeweller's  Shelf  Clip, 

Silver  Plated. 

6d.  each 

Reflectors, 

9d.  each 

extra. 


F  21989 

Come  Reflector,  Japanned  Black,  lined  with 

Silvered    Fluted    Glass,   with   ljin.  opening,    and 

Ventilation  Holes. 


3/6  each. 
6/- 
8/6 
12  6 


B 

X 

4ins. 

10 

X 

5ins. 

12 

X 

6ins, 

15 

X 

Ihim. 

8 

X 

4ins. 

10 

X 

5ms. 

12 

X 

6ins. 

F  21991 


5  9  each 
8  -      .. 
IO  6      .. 


F  21999 

To  screw  to  tap  bar,  l|m.  hole 

for  Lampholder. 

Brass        ...        5d.  each 

Nickelled...        6d.      „ 

Reflector  extra 


F  22000 

Polished      ...     7d.  each 
Nickelled    ...     8-d.      ,. 


F  22005 

Botts  Bracket. 
Brass  or  Bronzed    ...     1/1  each 

Nickelled      1/3 

Silvered         ...  1/9      „ 

Patent  Landholders  extra, 
10d.,     1/-,    1/3 
each  respectn  ely. 


F  21993 

JEWEL. 

Japanned  Black,  lined  with  Silvered  Fluted  Glass. 
8/6  each 

An  improved  form  <  >i  outside  Show  ( !ase  Reflector, 

Top  is  adjustable,  allowing  free  ventilal 


F  22001 

:;4      Shop  Glass  Shell,  Clip  Bracket. 
Will  swivel  round  horizontally  or  vertically. 
Polished  Brass  or  Steel' Bronzed. 
2/-  each. 
Reflector  extra 


F  22007 

6d.  each 
T    Nipple' for  conversion  of  tap 
^""~~  Switch  Lampholder. 
For  F  22005  Bracket 


70.-,  (F) 


Rl-IFLECTOUS 
FOR    SHOPS. 

Prices    i><>    not    include    Lamps. 


FOR  m  ixik >  ws,  spk  >  w  CASES  <  )R  PICTl  RES. 


F  22022 

2/6  each 
wickel-plated  Adjustable  Telescopic  Bracket  to  fit  GlassShelves       Spedal  HoWer  and  p  21959        Nickel-plated  Bracket,  with  Slidingand  Adjustable  Nipple. 

Double  Holder  and  Reflector,  extra.       (See  below)  Reflector.  I ,le  Nickel-plated  Holder  and  Reflector,  extra.  (See below). 

For  use  with  F  22020  Bracket 


F  22026/7  F  22028/9 

Steel  Bronzed  outside.  Nickel-plated  inside  Price  per  13  in.  Length.     Wired. 

F   22026     For  Osram  Candle  Lamp  iSeries)  g/.     each) 

F  22027  Parallel)  5/. 

F   22028  17  Watt  Osram  Lamp  (Series)  5/6 

F  22029  l<  (Parallel)  5  6 

Supplied  in  lengths— 13ins,  26ins    and  39ins .  taking  two  lamps  per  13 
F  21 104  '   Up  lor  attaching  to  Tap  Bar,  3/6  doz. 
When  ordering  stale  length  required  and  Catalogue  No. 


Nickel-plated 

Double 
Holder 


FLOORJUTE. 
F  22030 

Japanned    Black,  lined  with  Be-t  Silvered    Mirror  Glass,  with  Adjustable  Screen  Japanned   While 
ei    illy  suitable  for  the  floor  of  Shop  Windows 
7/-    per  foot.  Lamps,   extra 

Arranged  to  take  i  isram  Lamps 


VALLANCE. 

F    22032         Large  Size  (lOin.  opening)     ... 
F   22034        Small  Size  (  7in.  opening) 
Japanned  Black  outside,  lined  Silvered  Glass,  with  Nickelled  Holders. 


1  2/-    per   toot 
10/6         „ 

I  t'/,'  Kram  Lamps,  high  or  low  voltages 


(F)  706 


REFLECTORS 

FOR    SHOPS     ETC. 


10 


stuipute: 


Patent  No.  17855—1907 


FOR         IIIOH 


OR 


I.dW 


VOLTAGE. 


The  neatest  and  most  efficient  Reflector  yet  produced  for  Shop  Windows    Shop   Cases  or  Cornice 
This   Reflector   has   a  maximum   reflecting   surface   with  a  minimum   exterior    width. 

KA.SH/K      INSTALLED  EASILY      KEPT     CLEAN. 

The    Standard    finish    is   Polished   Aluminium    inside   and   outside,   but    'Striplite'    can    be   supplied 
polished    inside  and   enamelled  any  color  outside   at    a    slight    increase  in  price. 

STRIPLITE      FOR     INDOOR      ISE. 


F  22041  7  6  per  foot,  wired  complete  with  : 

For  voltages,  100-125  in  parallel  or  200-250  in  - 
F  22042  8/-    per  foot,  wired  complete  with  lamps. 

For  voltages,  200-250  in  parallel. 
Supplied  in  lengths,  from  1  to  8  feet.        One  lamp  per  foot. 


STRIPLITE       FOR 


PICTI'liHS       AMI       SHOWCASES. 

Extra  wide  one  side. 


^eHSfCffl   I 


F  22045  ...  3f«perfoot   wired,  complete  with  lamps, 

lor  voltages,  100-125  in  parallel  or  200-250  in  -< 

8/6  per  foot,  wired,  complete  with  lamps. 
For  voltages.  200-250  in  parallel.       A-in.  Brass  Nozzle  in  centre. 


WITH       FLAT       GLASS       FRONT. 

To  comply  with  the  regulations  of  the  L.C.C.  requirements  affecting  Showcases. 
F  22046  ..  8  3  Per  !""'   wired,  complete  with  lamps. 

Fo    voltages  100-125  in  parallel,  or  200-250  in  series 

8/9  Per  f°°t,  wired,  complete  with  lamps 
For  voltages  200-250  in  parallel. 

WITH   BENT   GLASS   FRONT. 

To  comply  with  the  regulations  of  the  L.C  C.  requirements  affecting  Showcases 
F  22048      ...  9  -  I"'1  '"' ''-  wired,  complete  with  lamps. 

For  voltages  100-125  in  parallel,  or  200250  in  series. 

9  6  Per  foot,  wired,  complete  with  lamps. 
For  voltages  200-250  in  parallel. 

iTUIPI.ITE. 


F  22036  ...  ...  7/6   per  foot,  wired  complete  with  lamps. 

Foi  voltages.  100-125  in  parallel  or  200-250  in  sene.. 
F  2203T  ...  ...  8/-     per  foot,  wired  complete  with  lamps. 

For  voltages,  200-250  in  parallel. 
Supplied  in  lengths  from  1  to  8  leet         One  lamp  per  foot 

STRIPLITE     FOR      OSRAM     CANDLE     LAMPS. 


F  22039         8/-perfoot 

F 22040  8- 

-■ipplied  arranged  for  two  lamps  per  foot.       For  voltages,  25-125  in  parallel  and  for  voltages,  200-250  ii 
1. AMI'S  EXTRA. 

STRIPLITE     LAMP. 


100-125  Volts.         12  c.p. 
F  22049         2/-    each 


*"■=**/ 


F  22047 


2/6   * ' 


Nickel-plated  Clips  and  L  Screws  i"f  fixing  '  Stripliti 
thni  Reflector  can  be  adjusted  to  position  reqi 


200-250  Volts.        12  c.p. 
F  22050  2  6  each 


:-;<  ALE 
1  8th 


Kl  1.1.  SIZE. 


707     (F) 

REFLECTORS. 

Prices    i><>    not     imm  ih: 
I.AMl'S    OR     Lampholdeks. 


ORCHESTRA      RKFLKC  T(  )RS, 

ALSO     FOR 

PIANOS,      PICTURES,     ROLE-TOP     AND      READING      DESKS. 


F  22051 
PATENT      ORCHESTRA       LIGHT. 

Japanned  Black. 
Small  size  for  Tubular  Lamps  4-^6  each 

Larg<  -  Lamp  5  - 


F  22055 
ORCHESTRA    OR    DESK    I.IOIIT. 

For  one  16  c.p  Lamp  ...  ...  15  -  each 

Enamelled  St»el  Bracket  with  Japanned  Reflector. 


F  22059 
TKLESCOPIC     PULPIT    OK     READING    DESK    LIGHT. 

20  -  each 


Black  Enamelled 
Polished  Brass  ... 


40  - 


F  22053 
PATENT    ORCHESTRA     LIGHT. 

lY.ii-  Foi    Tubulai    Lamp. 

1  8  -  each 


F  Z^Oaf 

STRIPI.ITK"     MUSIC    DESK    LIGHT 

Polished  Brass' Bracket,  and  clamp  "Striplite"     I     -|  g  _  each 
Reflector  and  Lamp  ..  I 

Lamphokiers  included. 


Adjustable  in  length,  giving  a  range  oi  from  12  to  Wins.,  to  suit  any  width  pulpit  or  reading 
desk.         <  'an  also  l»-  raised  and  lowered. 


F  22061 
DESK    OR    PIANO    LIGHT. 

ed  Brass  or  Nickelled ...  ...  25/-  each 

Adjustable,  to  fit   ll  to  18in.  Roll-  l"op  I  esk  "i  Piano      Flexible 

Metallic  Tube.  Suing  Joint.  Willi  Reflector  l"i  Tubular  Lamp. 

Lampholder  includei 


(F)  708 


REFLECTORS. 

Prices    i>o    NOT    ixclcde 
Lamps    or     Lami'iioi.deks. 


Scale 
Various. 


REMOVABLE     >VEArrHERPROOF 

connection. 

FOR    OUTSIDE    SHOP    LIGHTING,    WITH    LANTERNS    OR    ARC    LAMPS. 


Remi' 
Part. 

Screwed  i-in.  f '..  rrel 


Fixed  Part. 
1  wing  Contacts. 

F  22071 

1  0/6  eacli 


I'HOSIMIOU     UKOX'/.K    CONTACTS. 


Box  Closed. 

Arm  removed. 

Fitted  with  automatic  Shutter  which 

loses  aperture  when  arm  is  removed. 


CHINA     INSULATION. 


REFLECTING     SHOP     LANTERNS 


FOR     ARC     LAMPS. 

Cover  removed,  showing  special 
arrangement  of  terminals. 

F  22073 

32/6  each 

Solid  Brass. 

Box  Screwed  g-in.  Barrel  for  Leads,  and 

\-in,  for  attachment. 


F  22083 

With  Door. 
25  -  each 

Without  Door. 

20  -  each 

S 
13  x  10  ins. 

t  Arm 
5/-  extra. 

Connecting  Box 
-IO/6  extra. 


F  22079 

With  Door    ...  22/6  each 

19/3     „ 

■   i 


F  22081 

With  Dooi  30> 

Without  Doo  25  - 

Si   e  18  x  12ms. 


Japanned     :  ined    with   Silvered  Fluted   ( 11a  ■ 


709  iF: 


SIGNS 

FOB     SII()1»    WINDOWS. 

Pricks    i>o    NOT    include 
Lamps    c>k    Lamphoijdgks. 


ADVERTISING     SIOIVS 

FOR    ENSIDE    USE. 


ILI.l  MINATKl)     FA(  LA.. 

F  22084         1S/-perfoot 

I2ins.  high  y  4ins.  deep.  With  any  [-.[terms. 

Japanned  any  Color,  glazed  special  <  ipal,  with  Black  Back-ground.      Arranged  For  one  lamp  per  letter  or  less  according  to  order    Prices  quoted  for  special  designs. 


F  22085  25/-  each 

Japanned  Black.  White  Opal  Stencilled  Letters  both  sides. 

Size        24  x  12  :<  6ins 


F  22086     ..    Size20x8ms  32/-  each 

F  22087     ..     Size  30  x  lZins.     ..        42/-      ,, 

Japanned  Black,  Stencilled  Letters  White  Opal. 

Arranged  for  3  Lamps. 


GOODS 

entrance! 


F   22088      Sign  only,  Lettered  both  sides.    Size  20  x  12  x  6ins.  Box    ...     35/-  each 

Japanned  Black,  Opal  Glass. 

F   22089      Bracket  only.     Projection,  30ins.    Back  Plate.  16ins.         ...        1 0/-  each 

Any  of  these  signs  can  be  supplied  with  other  glasses  to  order. 


F  22090 

Lettered  both  sides. 

Rich  Gilt  Color  Brass       ■■■        60  -   each 

Opal  Glass,  any  lettering  ;  arranged  for  2  Lamps  ;  size  12  x  8ins. 
Projection  12ins.  ;  back  16ins. 


(F)  710 

REFLECTORS  . 

prices    do    not    inclvde 
Lamps    or    Lamphoij)grs. 


Scale 
1  6th 

Fri.i.Csi/.i:. 


SIIOF 


WINDC  )A  V     REFLECT!  )RS 

FOR       OUTSIDE       USE. 


F  22091 

\\  i    i  ipa)  Glass,  Black  or  Red  Letters  33/6  e;ieh 

and  Cut  Stencil  Letters  36- 

S    '■    17  x  14Jins.  outside  ;  11  x  B^ins  Panel. 


F  22095 

reflecting     shop     lantern. 
With  Opal  Glass,  Black  or  Red  Letters        ...        40/-  each 

Cut  Stencil  Lettering  42  6 

Size,  14  x  I2iins. 


F  22093 

With  Oj  s    B  Red  Letters  36'-   each 

Cut  Stencil  Letters  38  6 

-    ,     p.'    .    | 


F  22097 

With  I  Ipal  Glass,  Black  oi  Red  1  etters 

Cut  Stencil  Lettering 

Size.  18  X  15ins. 


50  -    each 
55'-     .. 


The  above  ran  be  supplied  with  any  Lettering 


Scale 
1/6th 

Fi  i.i.  Size. 


711  (F) 

REFLECTORS. 

Prices    do    not    im  i.i  hi: 
Lamps    or    Lampholders. 


SHOP    WINDOW    REFLECTORS    and 
PROJECTING    ADVERTISING    SICiXS. 


USE 


PATEN 


ELECTRIC 


rA 


osrah 


FOR 


SHOP 

WINDOW  LIGHTING! 


F  221 03 

reflecting    siioi*     lantern. 
With  Opal  Glass.  Black  or  Red  Letters  55  -   each 

Cut  Stencil  Lettering  58/- 

S    e   16   <  154ins 


Lantern  Lettered  both  sides,  with  Bracket,  <  'pal  « ilass, 
Black  or  Red  Letters 


F  221 05 

60/-    end, 

Size*.  15  X   13ins, 

Projection  of  Bracket.  25ins.  ;    Back  Plate,  Uins        '  i is  Barrel. 

F   221 06  Bracket  only  15-  each 


F  221 08 

Lantern  Lettered  I loth  side*,  with  Bracket  55  -    each 

Opal  Glass,  any  Lettering.    Arranged  for  4 lamps ;  size  20  ■    10m. 

F22110      Bracket  only  1  2/6  each 

Projection,  24ins.  ;  Back  Plate,  22ins. 


F  221 09 

REFLECTING   SHOP  LANTERN, 

With  <  'pal  Glass,  Black  or  Red  Letters  60  -  each 

Cut  Stencil  Lettering  65/-      ,, 

Size.  171.  X  13,'ans 


The  above  i  -in  he  supplied  with  any  Lettering. 


(F)  712 
REFLECTORS. 

Prices    do    NOT     include 
Lamps   or    Lampholders. 


SCALE 

1/8th 

Pull  Size, 


ADVERTISING    SIGNS. 


MEASURING 

INSTRUMENTS, 

AMMETERS,  VOLTMETER 
WATTMETERS, 
ELECTRICITY 

METERS 

ETC., 

F  22113 

With  (  'i ';il  Glass,  Black  or  Red  Letters  on  !>,  >th  sides. 

Size  24  x  15ins.  60/-  each 

„     30   x    18  ..  66/-    „ 

„    36    ,    '.'1  „  90/-    ,. 

,.     42  x  24  ,,  f  05/-    „ 


BELLS 

INDICATORS,  PUSHES* 
BATTERIES. 

TELEPHONES 

SWITCHBOARDS, 

x  FIRE  -ALARMS, etc 


F  22115 

With  i  Ipal  ( Jlass,  Black  or  Red  Letters  on  both  sides. 

Slze24    "    15"1"  65/-  earl, 

„    30    ■    18  „  so;.    ^ 

36      21"  105/-  „ 

„    42   X  24  ..  1  30/.    n 


The  Company,  having  made  a  spa  ialitj  ol  the  tnanufai  ture  ol  Electrii    Signs,  invite  enquiries  for  any  special  requirements  in  this  directio 


FITTINGS 

FOR 

ELECTRIC   LIGHT 
ENGLISH,  FRENCH 


JUTCM  STYLES 


\mRZ5&  OMEGA  CABLES] 

FLEXIBLE    CORDS 

l&MSULAWG  MATERIALS, 
IQIZKODUCT  CONDUITS. 

XF IT TINGS. 


F  22117 

With  <  'pal  Glass.  Black  or  Red  Letters  on  both  side; 

Size  24  x  15ins.  60/-  each 

..    30  X   18  „  66/-     ., 

.,    36  X  21  .,  95/-    „ 

„    42  X  24  „  105/-     ,. 


F   22119 

With  l  'pal  '  "iLls--  Black  or  Red  Letters  on  both  sides. 

Size  24  X  15ms  ...        65/-  each 

™     30  X  18  „  80/-  „ 

.,    36  X  21  „  1  OO/-  „ 

■•    42  x  24  ,.  130/-  ,. 
Mi,'   above  can  be  supplied   with  any   Littering. 


ELECTRIC       FLASHERS. 


1' se  with  above  Advertising  Signs. 

When  ordering  state  Voltage. 


S  1  230    8  c  p.  High  oi  Low  Voltage 

S  1231  16  „ 

LEADSTO     S  1232  32 

S  1233  48 

S  1234  04  „ 


l'i  ices. 
5/-    each 
5/-      „ 
7/6     „ 

10/6    „ 

12/6 


M.nl,  i"i  High  or  Low  Voltages,  and  work  equally  well  on  Direct  <" 

Alternating  Current. 


713  (F) 


ADVERTISING   SIGNS. 

FOR    EVSXDB    USE. 


*i. 


^BOOKSELLERS 

V^TATIONERV 


j 





^r 


) 


._  _ 


v 


Y 

F  221 20 

4-5/-  each 
Japanned  Black,  with  Lettered  (.'pal  Panels. 

F  22122 

65/-  each 

Polished  Brass,  with  Lettered  Opal  Panels. 

Size  32  x  lOins.  over  all. 


SIGNS. 

Pricks     DO     NOT    imi.idi: 
Lamps,     Lami'iioi.ders 
or     Shades. 


HHRROD  5 

•  STORES ■ 


F  22124 

Rich  Gilt  Color  Brass  1  OO/-  each 

Size  o(  Panel,  27  x  I2ins. 

With  Chain  and  Plates.  48ins.  over  all. 


Chemist  &Deuggist 


F  22126 

Antique  Brass  -|  1  O/-  each 

Size  of  Panel.  28  x  81ns. 

With  Chain  and  Plates,  48m-.  over  all. 


F  22128 

50/-  each 

Fumed  Oak  Frame,  with  Carton  Pierre  Enrichments  and  Lettered  Opal  Panels. 

Size  48  x  12ms.  over  all. 


(F)  714 


SIGNS. 

Prices    do   NOT 
ixclcde  Lamps, 
Lami'iioi.ih:ks    or 

FLASHEUS. 


ADVERTISING   SIGNS. 


©sSRA! 
LAMPS 

SAVE  ^,  OF  YOUR 
ELECTRICITY  BILL 


:**» 


mm 


F  221 30 

l  umed  i  lak  Iran:-'. 

i  arton  Pierre  Enrichmei 

10  x  12m-  1  6/-  each 

These  Signs  are  eminently  suitable  for 
attractive  and 

....  ■    ■  ; 


F  22132 

1  5  -  each 

Japanned  any  Color. 

Ruby  Glass,  White  Letters, 

Diameter,  about  5ins 


F  22133 

Panel  10  •  12ins. 

I        ftd  Oak  Frame. 

I  arton  Pierre  Enrii  hments 

20  -    each 

Should  you  not  see  any  signs  to  meet 
with     your     rei  please    com- 

municate with  us,  as  we  are  constantly 
making  signs  to  suit  customers'  own  ideas. 


F  22134 

Panel  10  x  lZins. 
Fumed  Oak  i 
1  2'-  each 


F  22135 
RADII   M. 


24ins 

36ins. 
48ms. 


32  6    each 

50/- 

75/- 

Marvellously  effective,  considering  that  ONE  lamp 
perfectly  illuminates  the  whole  sign. 

The  above  prices  may  be  increasedjf  the  number 
of  letters  required  an-  excessive. 


F  22136 

Diameter  I2ins. 
Japanned  Black,  with  polished  Brass  RimJS 

and  lettered  (  Ipal  '  >'    5S 

21/-  each 


FOR  Fi.asiikus  si:i:    PAOR  TIV. 


715  (F) 


Scale 

1/6th 

Kl'U.  Si/.i:. 


OUTSIDE    FITTINGS. 

Prices    do    not    include 

Lamps    or    Lampholders, 


OUTSIDE     FITTIIVGS 

FOR 

STREETS,      WHARVES.      RAILWAY      STATIONS,      ETC. 


F  22147 

5/9    each 

Double    <  tonic    Enamelled     Re- 
flectoi .   ( :iear   i  i!  is:    l  gg   Shade 
with  Si  rew  Neck      Iron  Connect- 
ing P  iecej 


F     22141 
RIPLEY. 

1  8/-  each 

15in.  Enamelled  Shade.     Hinged   Iron   Rim,  carrying 

Stn  mg  <  (lass  Shade 

Suitable  for  one  100  c  p.  or  cluster  of  three  to  five 

Lamps. 

Top  Thread  lo  screw  on  to  3-in.  Iron  Barrel. 


F  22155 

Without  Guard  or  Reflei  toi  8/6  each 

Guard  2/6  each  extra 

Reflector  3/6 

All  Castlron.    Screwed  Neck  Well'  ilass 
Screwed  ]  in   In  m  Barrel 


F  22149 

4/3  each 

Cast  Iron  Cap,  12in.  Enamelled  Iron  Reflector, 

7in.  Clear  Glass  Globe  with  Screw  Neck. 
(Reflector  can  be  reversed  il  desired). 


F     22153 

1  8  -  each 


Cast  Iron  Top,  with  Swing  Fly  Nuts  and  Suspending 
Chain.     Half  Opal  Globe. 


F     22159 

1  T/6  each 

Cast  Iron,  Hinged  Well  Glass  Fitting 

with  Reflector. 

Screwed  J-in.  Iron  Barrel 


F    22162 
25/-  each 

7in.  Cast  Iron  Gallery. 
Clear  or  Obscured  Globe  can  also  be  supplied.  Ground  Glass.  Ruby  Letters  or  Ruby  Glass. 

Screwed  ^-in.  Iron  Barrel.  Ground  Letters. 

Lettering   extra.  Screwed  i-in.  Iron  Barrel. 

All  the  above  fittings  are  priced  for  one  light,  but  they  can  be  supplied  for  two  or  more  lights  3t  6d.  per  light  extra, 


;F)  716 


OUTSIDK   FITTINGS. 

Pricks    i>o     not    include 


Lamps    nit    Lampholders, 


Scale 

1    6th 

i'"i  i.i.  Size 


OUTSIDE    FITTINGS. 

CAST    IKON. 


F  22163 

p  221  63  ^or  one  10°  cp'  °sram  LamP 
F'221  64    For  two  50  cp.       „ 

Screwed  |-in  Iron. 
Regd    569292 


F  22165 

5'6  rach  6/-  each 

6/3    ..       Strong  Cast  Iron  Fitting,  with  Hinged 
Rim  carrying  Well  Glass. 
For  one  50-100  cp.  Osram  Lamp 
Screwed  S-in.  Iron. 


F  22167 

p  221  66    For  one  100  cp.  Osram  Lamp    6/9  rach. 

F 221 67   Forrwo50c.p 7/6 

Regd.  569292 


F  22168 

Plate  4Jins,  in  diameter 
1/2  each 


F  22169 

Plate  4Ams    in  diametei 
6ins.  over  all. 
1  Od.  each 


F  221 70 

F  221  70   For  three  to  four  100  cp.  Osram  Lamps  30/-each 

Without  Reflector. 
F    22171     For  three  to  four  100  cp.  Osram  Lamps    ..        35/-  .. 

With  Reflector 
F  22172   Forone300-600cp.ornvel00cp.OsramLamp35/-  ,. 

Without  Reflector. 
F   22173    For  one  300-600c.p.  or  live  100  cp.  Osram  Lamp  40/-  .. 
With  Reflector. 
Screwed  |-in.  Iron. 
Regd.  569292 


F  22177 


F  22174 
F  22174   For  one  200  cp.  Osram  Lamp . 
F  22175    Foi  three  to  four  50  cp.  Osram  Lamps  9/- 
Screwed  '.-in  Iron, 
Regd    569292 


A-in.  Iron  Thread            16  ea<  h 

|-in.  Iron  Thread              2/6 

lin.  Iron  Thread               6/- 

each 

9/- 

9/- 

(iAl.VAM/,i:i>      i  iUARDS 
FOR     ABOVE. 

F22163\14/.doz 
F  221  67  J  1*/ 

riii?5!3«>/-d- 

F  22174  I  __,      ,w 
F 22176  I  36  -    I 

F  22176 

each 
F  22176  For  one  200  cp.  Osram  Lamp  11/6 

F   221  77    For  three  to  four  50  cp.  Osram  Lamps    1 1^6 
Screwed  J-in.  Iron. 
Regd    569292 


717  (F) 


SCA1.E 

1/6th 

Fi'i.r.    Size. 


SHIF     FITTINGS      FOR 
SALOONS    tVt-     CABINS. 


F  22201 

2/9  each 


F  22211 

8/6  each 

i  .,  t  back  plate  and 
gallery. 


SHIP     FITTINGS. 

POLISHED    BRASS    OR    BRONZE." 
Prices    do    NOT    in<i.i  de    Lamps.    Lami'hiu.hi:i{s    ok    Shads 


F  22206 
With  Clip,  12/-  each 

<  an  be  used  as  a 
Standard  or  Bracket. 


F  22213 
1  0/6  each 


F  22215 

6/6  each 

Complete  with  Lamp- 
holder. 


F  22216 

6/6  each 

Complete  with  Lamp- 
holder. 


F  22207 

4/-  each 


**^~7~ jffe* 


■- 


F  22217 

7/6  each 


F  22209 

5/-  each 


F  22219 

10/-  each 

All  cast. 


F  22223 

Perpendicular,  5/-  each 
F  22225 

Canting,     5/-   each 


*w^-^  1 


y 


F  22229 

6,6  each 


F  22231 

1  O/-  each 


t  last  Hack  Plate  and  Gallery. 
All  above  Ship  Fittings  can  be  supplied  in  White  Metal  or  Electro  Plate  at  an  extra  charge. 


Can  be  used  as  a  Standard 
or  Bracket. 


F  22233 
10/6    each 

Cast  Arm 


(F)  718 


SHIP      FITTINGS 
FOR     DECKS. 


s<  ale 
1/6th 

Fl'U  SlZK. 


SHIP    FITTINGS, 


IUOX    AM)    POLISHED    OR     BRONZED    lUiA.SS. 
Prices    include    Well    Glasses     Rubber    Washers     hit    not    Lamps    or    Lamplighters. 


F  22241 

Polished  Brass. 
3  6  each 


F 22257 

Poll-         Bras 

I    ght  Pattern. 

Round  Wire  '  hiard. 

6  6  each 

F  22259 

Heavy  Pattern. 

Rectangular  Section 
Guard. 

7  -   each 


F  22281 

Nickel  Plated. 

1  5/-  each 


F  22243 

lron'Dome.  Brass  Guard. 
4  6  each 

Poll-:  -       B       - 

7  6  each 


F  22263 

1  O  6  each 

Admiralty  Pattern. 


•ft? 

F  22245 

Brass  Guard. 
6  -  each 
Pi 
10  6   each 


Iron  Back  and  Dome. 

Biass  Guard. 

7/-  each 

Polished  Brass. 

1  2/6  each 


F  22247 

Polished  I'.    LSS 

Light  Pattern. 

Round  Wire  Guard. 

5  6  each 

F  22249 

Heavy  Pattern. 

Rectangular  Section   Guard 

8  6  each 


F  22269 

Polished  Hi    ss 

Round  Back. 

1  0/6  each 

Rectangular  Back. 

1  1  /6  each 


OMNIBUS     <>R     TRAM      FITTINGS. 

ALSO     SrlTAHI.K    FOR    MOTOR    CARS     AND     UROfCiH.V.M- 

For  Low  Voltage  Osram  Lamps  for  use  with  these  small  fittings  see  separate  list. 


F  22283 

Puli^hed  Brass. 
5/-  each 


F  22285 

Nickel  Plated. 
3/-  each 


F  22251 

Poll- 

Lighi  Pattern. 

Round  Wire  Guard. 

4/6  each 

F  22253 

Heavy  Pattern. 

Rectangular  Section 

1  niard. 

5  -  each 


F  22273 

Polished  Bra>s 

Light  Pattern. 

Round  Wire  Guard. 

7  -  each 

F  22275 

Heavy  Pattern. 

Rectangular  Section 

Guard. 

8  6  each 


1/6th 

Fii.i.    Size. 


719  (F) 
SIII1*      FITTINGS. 


SHIP    FITTINGS. 


POLISHED    OR    BRONZED    BRASS. 

PRICES      INCLUDE      GLASSES.      HIT      NOT      LAMPS     OK     LAMPHOLDEBS. 


F  22301 

Polished  Brass     ..      1  3/6  each 

Hinged  Well  Glass. 

Diameter.  7Jins. 


F  22313 

Without  Guard. 
1-Light  14/-  each 

2-L.ght  18/6     ., 

F  22315 

With  tin. u, I, 
1  Light  15/6  each 

2-Light  20/-     „ 

Real  Enamelled  Reflectors. 


F  22305 

Two-Way  24/-  each 

F  22307 

Three-Way  30/  -  each 


F  22317 

Brass.  8ins.  1  0/6  per  set  of  two. 

Brass.lOms.  -f  7/. 

(  ineside  hinged,  and  fitted  with  Ground  Glass. 


F  22309 

Polished  Brass. 

l-Light  1  5/_   each 

2-Light  17/6     „ 

Clear  Flint  Glass  Dish. 
F  22311 
l-Light  22/6  each 

2-Light  25/-     „ 

Rich  Cut  Crystal  Dish. 


F  22319 

Polished  Brass       ...       30/-  each 

Heavy  Solid  Cast  Brass. 

Superior  finish. 


eSS; 


F  22321 

All  Cast  Iron  9/9  each 

F  22323 

Cast  Iron  Back  Brass  Guard, 
20/-  each 
Diameter,  llins. 


F  22325 

Bronzed  Brass  60  -    each 

Heavy  Cast  Stern  Light 

Superior  finish. 

Diameter,  llins. 


F  22327 

Gun  Metal. 
Without  Guard     ...     30/-    each 
With  Guard  ...      32/6 

Superior  finish  u>r  use  in  Yachts. 


(F)  720 

SHH»     FITTINGS     FOR 
BULKHEADS     AND     STOKEHOLES. 


SHIP    FITTINGS. 


lsciADU    Glasses    axd    Rciidck    Packisc,    bit    NOT    Lamps    ok    Lampholueks. 


1/6th 

'I'M.    SlZK 


F  22335 

All  Cast  Iron. 
Light.  9ms.      .  .      3/6  each 

F  22337 

For  Osram  Lamps. 
Light,  lOfcins.  S/6  each 

Light.  lOJin-.     ...     9/6    ,, 

Si  rewed  J-in.  Gas. 


F  22347 

All  Cast  Iron. 
1-Light.  8}ins..    4/6  eacli 

F  22348 

For  Osram  Lamps. 
1-Light.  lOJins.,    9/-  each 
2-Light.  lOJins..   1  O/-  ,. 

Screwed  »}-in.  Gas. 


F  22357 

Cast  Iron  Body. 

polished  Brass  Front. 

1-Light,  9*ms.,    8/-  each 

Screwed  }-in.  Gas. 


F  22339 

All   Cast  Iron. 

1-Light       ...        18/-  each 

5jin.  Base 


F  22341 

All  Cast  Iron. 

Without  Guard. 

1-Light,  8Jins.,    7/-  each 

With  Guard. 
1  Light,  Bjins.     8/6     „ 

F  22343 

For  Osram  Lamps. 

1-Light.  12ins„  11/-  each 

Si  rewed  J-in.  Gas. 

F  22345 

Cast  Iron  Body. 
Polished  Brass  Hinged  Front 

Without  Guard. 

1-I.ight.8jms..  10/6  each 

With  Guard. 

l-I.ijht.8jm-     12,6     ., 


F  22349 

All  Cast  Iron. 

For  Osram  Lamps. 

2-Light,  12ins., 

1  2/6  each 

Screwed  J-m.  Gas. 


F  22355 

Cast  Iron  Body  and  Lid 

Bras'  Clamping  Ring. 

1-Light.  9ins.       ...        1 0/6  each 

Screwed  J-in.  Gas. 


F   22359 

All  Cast  Iron. 
1-Light,  8Jins., 

5/6  each 

Screwed  J-in.  Gas. 


F  22361 

6/-   each 

All  Cast  Iron  Bulkhead  Pa :d   Ri 

Hector,    with    "Through     way"    [or 

wiics    simplifying    installing     in    a 

marked  degree. 


F  22365 

Plain  Cast  Iron  Guard. 

For  Bulkhead  Fittings  F  22335, 

F  22347,  and  F  22359. 

1   3  each 

F  22366 

Ditto  foi    F  22337  and   F  22348. 

2/6  each 

All  Fittings  on  this"page"can  he  supplied  with  real  Enamel  Relic  ctors  at  an  extra  price  of  1 /-  I 

■  it  1  /3  each  extra 


F  22363 

All  Cast  Iron. 

With,. ut  Guard,  1-Light,  8jms.. 

7/6  each 

With  Guard.  1-Light,  8}ms., 

9/-  each 

Screwed  J-in.  Gas. 

Fitted  with  3  Screw-down  Fly  Nuts, 

rendei  ing  fitting  waterproof. 


F  22367 

Cast  Iron  Ring,  with  Brass  Wire  Guard 

(or  Bulkhead  Fittings  F  22335. 

F  22347,  and   F  22359. 

2/6  each 

F  22368 

Ditto  I'n    F  22337  ami   F  22348. 
4/9  each 
1  Light,  and  1/6  lor  2  Lights,  or  can  be  galvanized 


Scale 

16th 

Fi  i.i.  Size 


721  (F) 
FACTORY    AND    MILL   FITTINGS. 

FACTORY    and    MILL    FITTINGS. 


CAST     IRON     •S.     lili.VSS. 

ALSO    SUITABLE    FOR     MINKS    AND    LAUNDRIES. 
Pbices    im  i.i ■!>!■:    Weu    Glasses    and    Rubbed    Packing,    bit    i><>    not    include    Lahfs    and    Lambholders 


F  22377 

I  ast  Iron. 

Without  Reflector.     1/6  each 

F  22378 

With  Refla  toi   2/-  each 
R^jJ.  569391 


F  22381 

Cast  Iron 

2/6  each 


F  22391 

Cast  Iron. 

For  Osram  Lamp. 

Without  Reflector,  3/_  each 

Screwed  J-in.  Gas. 

Screwed  Neck  Glass. 

Reflectors.  -/9  each  extra. 


<X 


<i 


F  22395 

Cast  Iron. 

For  Osram  Lamps. 

5/6  each 

Swing  Fly  Nut  llm^. 


F  22397 

Galvanized   Iron 
Guards  for 

F  22377-8-81 

8  -  do/. 


F  22399 

Without  Guard,  «J/_  each 

F  22401 

With  Guar,!.  7/3  each 

Including  10m.  Enamelled  Iron  Shade 

and  Polished  or  Bronzed  Brass 

Fitting  and  Well  Glass 

For  *-in.  Iron  Thread. 


F  22409 

3/9  each 

For  Osram  Lamp. 

Including  10m.  Enamelled  Iron  Reflector 

and  Cast  Iron  Watertight  top, 

with  screwed  Globe. 

For  J-in.  Iron  Thread. 

F  22387 

2/-  each 

Without  Reflector  and  Shade  Carrier. 

Screwed  g-in.  Brass. 


F  2241 O 

4/3  each 

Green  and  White  lOin.    Enamelled    Iron 

Shade,      with      screwed      recess     taking 

Screwed  Neck  Well  Glass.  6  x  £-in.  iron 

tube  with  4in.  Base.     China  B.C. 

Lampholder.. 

Shade  and  Well  Glass  only  2/-  each. 


F  22411 

3/3  each 

10m.  Green  and    White   Enamelled  Iron 

Shade,  with  recess  taking  Screwed  Neck 

Well  Glass.    China  B.C.  Holder. 

Shade  and  Well  Glass  only  2/-  each 


F  22412 

5  3  each 
Diagonal    Reflector     l  ireen  and   White 
Enamelled     Iron,      with     recess    .taking 

HiH'wnl  Nfi  I,   Well  <il.i— .    9   x  g- 1  n .  iron 

bracket  with  3in.  plate. 

China  B.C.  Holder. 

Shade  and  Well  Glass  only  2/3  each 


DASIIUGHT 

For  Tramcars. 

F  22413 

8^ms.  diameter.  1  7/6 

llfinsidjameter,  35/. 

15ins.  diameter,  52/6 

Cast  Iron  Dash  Lights, 

Nickelled  Parabolic 

Reflector.     Polished 

Brass  Front,  Glazed 

Plate  lilacs 


ALL      TIIK      ABOVE      FITTIXOS      TAKE      "OSKAM"      LAMPH, 


(F)  722 

LAUNDRY      FITTINGS. 

CHINA    WATERTIGHT    FITTINGS, 

FOB     MINES,    I.AIXDKIES,    CHEMICAL    WORKS,    Etc. 
WILL    TAKE    OSRAM    LAMPS. 


Scale 

1/6th 

Fuijr,    Size, 


F  22415 

3/6  each 

With  S-in.  Iron  Thread. 


F  22417 
3  6  each 
Reflectors  to  suit  above,   1  /-  each. 


F  22419 
3/6  each 


The  fittings  illustrated  above  are  constructed  <>l  Porcfeiain,  and  the  Lampholder  forms  an  integral -part  of  same,  being  fitted  into  a  rrrt-vS  ni  the  body  "I  fitting, 
whilst  the  wires  are  so  arranged  that  they  can  be  run  in  with  bitumen  or  other  insulating  compound,  thereby  making,  the-e  Pendants  thoroughly  watertight, 
airtight,  and  acid  proof. 

FOB    CONSEBVATOBIES,    HAXDSTAXDS,    Etc. 


Supplied  with 

Opalescent, 

I  ireen,  or 

Ruby  Glasses. 


-^ 
F  22421 

2/6  each 

With  Wood  Screw,  fol 
Temporary  Lighting. 
Exhibition  Work,  etc 


Prices  include 
Rubber  Washers. 


F  22423 

2  6  each 


F  22425 

2/6   each 
With   Suspension   Loop. 


F  22427 

6/-  each 

All  Cream  China.     Suitable 
for  Baths.  Washhouses,  Etc. 


HIGH     CP.      CHINA     FITTINGS. 

FOR    GROUPS    OF    LOW    OR    ONE    HIGH    C.P.    OSRAM    LAMP. 


White  China. 

White  Enamelled 
Reflect  irs 


F    22432 

With 
Reflector, 
Without         .n  shown  on 
Reflector.  F  22435 

F  22430    For     one     10°    cp' 

Osiam  Lamp    ...  1  o/6  each  1 8/-    each 
F  22432    For  one  200  cp.    ...15/-        ,,      25/-        ,, 
F  22434   For  one  300-600  op.  2S/-       ,,     37/6      ,, 

Screwed  J-in.  iron. 


With 
Reflector. 


F  22435 

Without 
Reflector. 

F  22435     1- or; three  50  cp.  17/6  each     27/6  each 

I  Isram  Lamps. 

Si  rewed  '  -:n.  Iron. 


723  (F) 


Si  AI.1-: 

1'6th 

''n,i,  Si/.i', 


SI  I II »     FITTINGS. 


Pricks    do    NOT    include 
liAMI'S     OB     Lampholders. 


CARGO    LIGHTS 

AND 

DIVING    IIAXI)    LAMPS. 


r^ 


j 


F  22445 

2  or  3  Lights,  27/6  each 

Strong    Iron    Cargo  or   Derrick    Fitting 
with  Galvanized  <  iuard. 


F  22447 

18in.,  (or  3  to  5  Lights   f  6/6  each 
24in.,  for  3  to  8  Lights,  22/6  each 

Enamelled  Iron  RpRector,  Galvanized  Cast  Iron  Cap 
with   Terminals. 


F 22451 

lor  5  to  8  Lights,  47/6  each 

24in.  Enamelled  Iron  Reflector,  Cast 
Iron  Top  Cap,  Covering  Terminals. 


F  22449 

For  1  High  c.p.  Lamp,  30/-   each 
Cast  Iron,  suitable  loi  Diving  i  Iperations. 


F  22453 

For  5  to  8  Lights,  24/-  each 

With  Plain  Watertight  Gland,  20in.  Enamelled 
Iron  Reflector,  Strong  Brass  Fittings. 


F  22455 

For  3  to  8  Lights.  26/6  each 

24in.  Enamelled  Iron  Reflector.  Brass  Fittings 
and  Guard. 


(F)   724 


HAND    LAMPS. 


"RICES      1>«> 


HAND     LAMPS. 

NOT    include    Lamps    or    Lampholders,    but    incudi: 

AND      Rt'BBER      PACKING      WHERE      NECESSARY. 


Well    Glasses 


S(  ALE 

1/6th 

Fnx  Size, 


F     22465 

3,-  each 

Polished    Wood 
;      Handle. 
Wire  Guard  and 
Gallery 


F     22467 

3  -  each 

Ebonized 

Handle,  and 

Bronzed   Top. 

with  Strong 

Hook. 


ggsaa 


F     22469 

5  6  each 

Polished 
Beech  Handle- 
Polished 
Brass. 


F     22493 

76  each 

Surgeon's  Hand 

Lamp. 

Xickelled 

Parabolic 

Reflector. 

Polished    Wood 

Handle  and 

Nickelled 
Lampholder. 


F    22497 

25/-  ^ach 

Hospital  Ward 

Hand  Lamp, 
with  resistance, 
in  Handle  in 
circuit  with 
Illuminating 
Lamp. 

In  use   in  many 
gi     Hospitals 

Including 
Lampholder. 

Lamps 
extra. 


F     22475 

6  9  each 

Polisher1 

Brass. 

Round  Wire 

Guard. 

F     22477 

7  9  each. 

Rectangular 
\\     :    <  iiiard. 


F     22479 

9'-  each 
Polished  Brass. 


F      22481 

1    -   each 

Hook  for 

Hand    Lamps. 


F      22483 

2/3  each 

Union  for  Flexible 

Metallic  jTubing. 

Complete  j  with    Hi  h  >k 


F  22491 

f >  m       3  6  each. 


Strong  Cast  Iron 

Hand  Lamp, 
including     Well 

Gla^- 
Rubber  \\  asher, 


IXSULATJ]])     HAND     LAMPS. 

To    Comply    with    the    Home    Office    Regulations. 
Prices     inclvde     I.ampholdlrs. 


F     22492 

3  -  each 
Ebonized  Wood  Handle. 


Shock  proof.  Fibre  Hand 
Lamp,  the  Guard  being 
made  of  strong  insulating 
material.  Can  be 
"thrown"  about  without 
damage.  Very  light. 
Perfect  insulation. 
Including     Lampholder. 


F     22495 

59 


Ebonized  Wood  Handle. 
Strong    Gab.  ,i 
i  luard. 

i  plete  wiiii  Lamp- 

h<  »ldei  enl  in  ly  insulated 
from   Guard. 


F     22498 

7/6  each. 

Without   Leather  Loop 

but  wii  h  G  »rd  Grip. 

8/-  each 

Complete  wii      I 

Loop  and  Grip 


F     22499 

9  ■  each 

Handli  and  topol  ( iuard 
i  if  strong   insulating 
ial :    <  iuard     gal- 
ed  steel. 
Watertight  and  gas  tight 

Pi    ■    i.  insulation 
Including  Lampholder. 


1/6th 

Fi  1.1.  size. 


725  (F) 

LANTERNS 

FOH    SIIOI'S. 

INSIDE    OR     (HTSllll:. 

Prices    do    not    i.v<-i.ri>ic 

I. AMI'S      OR       LAMPHOLDERS 


THE    "AVENITK"     SERIES. 


INSTALLED. 
KEPT  CLEAJN. 


SlITAllLK     FOB 
DOORWAYS, 
SHOP    FRONTS, 
WAREHOUSES, 
STORES,     Etc. 


-^ 


F  22600 


F  22606 


F  22612 


Diameter    of    Globe    IOix. 
SECOND    AVEME. 

Zinc  Body.  Black  Japanned,  Gold  Lines. 

13  6  each 

Zinc  Body,  White  Japanned,  Gold  Lines, 

14  6  each 

Copper  Bodv,  Black  Japanned.  Gold  Lines, 
1  5/-  each 

Polished  Copper  15/-    each 

'  ixidised  <  loppei  1 6/6 

Oxidized  Silver  18/- 


DlAMETES      OF      GLOBE       13lX. 

FIRST    AVEME. 

Zinc  Bodv.  Black  Japanned,  Gold  Lines, 

18-  eai  h 
Zinc  Body,  White  |apanned,  Gold  Lines, 

19/-   each 
Copper  Body,  Black  Japanned,  Gold  Lines, 

22/6  eai  h 
Polished  Copper  22  6  eai  h 

Oxidized  Copper  24  - 

Oxidized  Silver  27/- 


For  one    100  C-P.   Osram  Lamp. 
Screwed  3-in.  Ipon. 


Fop  groups  of  2-4,    16-50  CP.  op  one 

100  op  200  CP.   Osram   Lamps. 

Screwed    'in.    Ipon. 


Diameter    of    Globe    Sin. 
THIRD     AVEME. 

Zmc  Body.  Black  Japanned,  Gold  Lines, 

I  O  6  'M<'li 

Zinc  Bodv,  White  Japanned,  Gold  Lines, 

II  6  eai  I. 

Copper  Body,  Black  Japanned.  Gold  Lines, 
1 2  6  eai  ii 

12  6  each 
136 

15/- 


Polished  Copper 
Oxidized  Copper 

Oxidized  Silver 


Fop  one  16-50  CP.   Osram  Lamp. 
Screwed  g-ln.   Iron. 

Unless  otherwise  ordered,  above  lanterns  are  supplied  with  globes  top  part  opal,  lower  part  clear  Hint  as  shown  on  F  22606. 


F  22620 

PAVEMENT. 

Diameter  ol      For  (  >sram 


Reflector.            Lamps. 

F  22625 

6ins.              100    c.p 

T/6  each 

8ins.              200     .. 

10/6     „ 

FIFTH     AVENUE. 

9iins           4  300  ' 
SJins.           |  400  |  •■ 

15/- 

Overall  diameter  of  Globe,  13ins. 
Zinc  Body,  Black  Japanned.  Gold  Lines 

22/6  each 

12ms             1000     „ 

30)/-      .. 

White 

24/- 

Copper.  Japanned  Green  outside. 
Enamelled  White  inside 

Satin  Finish  Globe. 

Screwed  $-in. 

Iron. 

F  22628 

VILLAGE. 

For 
one  100 
or  200  c.p. 
Lamps. 


Zinc  Body,  Black  Japanned 
Gold  Lines 


For 

2,  3.  or  4 

16-50  c.p. 

Lamps. 


8/-  9/-  each 

Polished  Copper        ...  10/6  11/6     .. 

Supplied  with  Opaline  or  clear  Flint  Globe. 

Extra  for  part  Opal  and  part  clear  Globe, 
as  F  22606,  4/6  each 


(F)  726 


LANTERNS 

FOR     SHOPS. 

iNsiin-:    or     ovtsii>k. 

Prices    i><>    NOT    i.n<  1.1  m: 
Lamps    ok    Lami'iiolukus- 


Scale 

1/6th 

Full    Size. 


I, 


F  22630 

WALHAM. 

"16-  each 

Enamelled  Iron  Gallery,  Half  Opal  and  Half 

Clear  Glass  Globe, 

12  ■  15ins. 

Takes  1-5  Lights.    Globe  only,  10,'-  each 

Screwed  ?,-in.  Iron. 


.c. 


F  22632 

HIGBOFIELD. 

F  22632 

Copper,  Japanned  Green,  36/-   each 

For  one  100  and  200  en.  Osram   Lamp. 
Fitted  with  Bayonet  Holder. 

F  22633 

Copper,  Japanned  Green,    48/-  each 

For  one  300,  400.  or  1.000  c.p.  Osram  Lamps. 

Fitted  with  E    Screw  Holder 

Opaloid  or  Twisted  Clear  Flint  Glass  Globe. 

Detachable  Plug  Connections. 


F  22634 
FOURTH      AVUXl'K. 

Zinc  Body.  Black  Japanned,  Gold  Lines. 

27/6  each 

Polished  Copper  32/6  each 

Clear  or  Opaloid  Globe.    For  one  600  or  1,000  c.p. 
i  isram  Lamp. 

Extra  for  Half-Opal  Globe.    5/- 
Extra  lor  Wire  Net  for  Globe,  4/- 


OSRAM        0SRAM 


F  22636 

BROADWAY, 

Zinc  Body.  Black  Japanned,  with  Gold  Lines  3// 6  each 

Polished  Copper 45,6       ,, 

winte  Enamelled  Reflector,  I  ipaloid  or  Cleai  Flint  Globe. 

Willi  Globe,  top  part  Opal  ...  10/-  extra. 

Takes  four  100  c.p..  or  one£300  or  400  c.p.  (  Isram  Lamp. 

Screwed  i-ln.  iron. 


F   22638 

KINGSWAY. 

22/6  each 

F.uaiiielleil  Iron  Gallerv,  Black  and  Gold, 
Hall  i  ipal  and  Half  Clear  Glass  Globes. 

lakes   1-5  Lights. 

Globe  only,  10/-  each 
Screwed  ^-in.  Iron. 


727   (F) 


Scale 

1/6th 

Fill   Size. 


i^tei    ■; 


F  22642 

HEATON. 

Japanned  Copper. 

F  22640  ...  15/-  each 

To  take  three  50  or  one  100-200  c.p. 
I  Kram    Lamp. 

F  22642  ...  35  -  each 

To  take  three  100  or  one  200-600  c.p. 
Osram  Lamp. 

Opaloid  or  Clear  Flint  Globe. 

Extra  for  Wire  Net  for 
F    22640  2/-  each 

F    22642  4/-      „ 


LANTERNS 

FOR    SHOPS. 

Prices    do    NOT    include 
Lamps    <>k    Lampholdebs. 


F  22646 

IXTERNATIOXAL. 

Zinc  Body  21/-    each 

Green  Japanned.  Gold  Lines. 

Polished  Copper  30/-    each 

For  100  or  200  c.p.  Osram  Lamp. 

Zinc  Body  ...        27,6  each 

Polished  Copper        ...        37/6      ,, 
For  300  or  400  c.p.  Osram  Lamp. 
Clear  or  Opaloid  Globe. 


F  22650 
SOCIETY. 

Polished  Brass  80/-  each 

Oxidized   Copper  90/-      „ 

As  illustration. 

F  22652 

CLUB. 

Plain  Zinc  Body,  Black  Japanned.  Gold  Lines 
Polished  Brass 


SO/-  each 
70/-     „ 


Same  shape  and  size  as  above  but  without  ornaments. 
Opaloid  Glass  Bowl.      For  Group  of  4  or  8  Osram  Lamps. 


(F)   728 

LANTERNS 

FOR    SHOPS. 

Prices     do    NOT    include 
Lamps    or    Lampholdkrs. 


k<  -.vi.e 

1/6th 

Puix  Size. 


F  22660 

(;iaxt. 

Zinc  Body.  Black  Japanned,  Gold  Lines  ... 
Polished  Copper 


75/-  each 
85/-     .. 


Supplied  with  Opaloid  or  Clear  Flint 

Globe,  netted. 

If  with  part  Opal,  and  part  Clear  Globe. 

15'-  each  extra. 

Takes  lour  200.  three  300  or  three  400  c.p  <  Isram 

Lamps. 


F     22654 
FIRST     ARCADE. 

5/-    each 

Vitreous  Enamelled  Iron.  Green  outside. 

White  inside. 

Clear  Flint  Glass.  Plain  or  Diamond  moulded 

or  Opaloid  Glass. 

Takes  one  100  c.p.  Osram  Lamp. 

Reflector,  lOins.  diameter. 

F  22656 
SECOND    ARCADE. 

9/-    each 

As  above,  but  to  take  one  200  c.p.  Osram  Lamp- 

Reflector,  Mins.  diameter. 


F  22658 

THIRD    ARCADK, 
13/6  each 

Vitreous  Enamelled  Iron.  Green  outside, 

White  inside. 

i  Ileal  Flint  Glass.  Plain  or  Diamond  moulded, 

or  '  'paloid  Glass, 

Takes  one  300  or  400  c  p.  Osram  Lamp. 

Reflector,  14ms.  diameter. 


729  (F) 


For    SHOP   WINDOWS, 

UAIIAVAY    STATIONS,    Etc 


REFLECTORS 

FOB      SHOPS. 

Pricks    do    not    include 
Lamps    <>k    Lamfholders. 


F  22670  F  22671  F  22672 

15  -  each  14/-  each  16  -  each 

Polished  I'm--  I  rames,  I  'pal  Panels  and  Screens.     Lettering  il  required  at  extra  cost     To  tn  on  to  ljin   HoJdei      9ins.  diameter. 


"s^^^am/  „„,__,. 


F   2267S 

Diam.  ovei  all 
F    22676       24ins  32  6   each 

All  Opal  Glass. 

F   22677       24.ns.  45/- 

Opal  Glass  Panels,  with  Screen  lettered  Whiti    .til:,:.:.    Bl   -    Red  oi 
Green  Ground,    Japanned  Blacl;  I  -;  ai 

Screw  ei !        n.  Gas 


F    22673 

F 
F 
F 

Dia 
22673 
22674 
22675 

all.        Japanned  Black. 

I6ins.                 10'7 

20ms                       17/6 

24ins                     25- 

Polislu-il  Bras? 
1  7/6  each 
30)/- 
40)  -      ., 

'pal  l  II  lss  Panels.     Srrewi  Gas 


F    22680 
1  5  -  each 

24in.  Blue  and  White  Enamelled  Iron  Shade.  Polished  Brass  Ball  Bod)     Vrrns,  and  Loop 
For  four  100  C.P.  Osrani  Lamps. 


F   22682 
1  2  -  each 

24in.  Blue  and  White  Enamelled  I         - 
Insulated  Shackle. 
For  one  200-1000  C.P.  Osrani  Lamp 
Registered    V.    £70564 


(F)   730 

PENDANTS. 

Prices    imi.vim:    .Tit.    Sii.k    Ki.kxiiii.i:    Cokii, 

SlIAlll.Si      .\M>      I.AMni(>l.»i:KS.      HIT      NOT     I.AMI1 


1/6th 

Fl'l.l.    Si«i:. 


F  23047 

PASTRY. 

2'6  each 

lOin    Opal  Shade,  2  Jin.  O.  Rose 

F  23049 

2/6   each 

V-  al  ii  n  e,  but  with  lOin.  Enamelled  Iron 

Shade,  and  Workshop  <  'ord. 


F   23061 

LCRGAN. 

8/-  each 

Polished  Brass,     Added  '  Ilass,  Ruby 
..I  Plain     I  land-Painted  Flowers 


Polished  Brass     '  :ieai 
Prismatic  '  ilass, 


F  23063 

LETHAM. 

7  6  each 

■  Bra        I  ti  hed  I  ila 
Globe, 


F  23055 

PALNURE 

6/-   each 

l ' i  Brass.      Voided 

( Ilass  Shade 


F   23065 

MIMOSA. 
10/6  each 
Brass     Satin  finished 

'  m  lr  i  enl  Shade. 


F   23059 

UIPPLK, 

6/9  each 

Polished  Brass 
Iced  Fluted  F.£r« 


F  23067 
AUBREY. 

1  7/6  each 

Polished  Brass     Threaded 

i  ipalescenl  I  ilass. 


733    IF) 


1/6th 


'l   I.I.  MIXIC. 


PENDANTS. 

WROUGHT    IKON. 

I*  UK  i;?-.    i.\<  i.rm:    ."Jit.    or   Sii.k    Ki.kxuhj:  <  !ok», 

^11  AUKS      AND       I.AMI*IIOl,|ii:iiiK.      hit      N<  Vr     Li  AMI'S. 


T 


^ 


i 


%  s  -     X 


•- 


^ 


F  23101 
DAL,  KEY. 

Wrought  Iron, 
10/6  each 
Polished  Brass, 
1  7/6  each 
Iced  Shade. 


F  231  03; 

AURICULA. 

Wrought  Iron, 
11/6  each 

mm, i, Zed  Copper. 

18/6   each 
i  >palescent  Shade 


F  231 05 

,Mi:i'iiisro. 

1  2/6  each 
i  >palescent  Shade, 


F  231 07 

IIADLEIGH. 

1  3  6  each 

I  Ipalescent  Shade. 


F  231 09 
FISHGUARD. 

u ght  Iron, 

22/6  each 

<  Ixidized  Silver, 

40/-  each 

<  >pales,ent  Shade. 


Can   lie  supplied  in   "Armorite"  at  20,',,  extra  to  Wrought  Iron  prices. 


(F)     732 

PENDANTS. 


POLISHED 
FINISHES. 


I1R.VSS     AND     OTHER 


s<  ali; 

1'6th 

l'i  u.  Size. 


Phices    include    .~i--r.    Silk     l*i.i:xmi-i-:    Cord, 
Shades    axi»    Lampholders,     hit     NOT    Lamis, 


%f*:' 


. 


F  23121 
SNA  ITU. 

1C6  each 

Rich  Gilt  I  

Brass. 
Satin  finish  !  ilas; 


F  23127 

CASTLE. 

Polished  Brass, 

15/-  each 

■  >\ nil  :ed  '  'oppei 

16  6  each 

Oxidized  Silver, 

~18'-  each 

i  ipalesi  '-Ml  "i  Satin 


F  23135 
GOTH. 

22,6  each 

Rea  I  Bra 
[ced  '  , 


F  23129 

CASCADE 

1  2,—  each 

Polisl 

i  )aw  ade  Shade 


F  23131 

15(  >>V. 

Polished  Brass 
1  5  -  each 
Oxidized  Coppei 
16  6  each 
'  ixidized  Silvei 
18/-  each 

Satin  finish   » ilass. 


;■:,-,  (F; 


s<  Ai.i-: 
1 ,6th 

Fi  i.i.    Sizi:. 


T 


1 


"T*~VSS^* 


F  23145 

F  23147 

<  '<  WL 

MOITAT. 

Wrought  Iron. 

Wrought  Iron, 

1  2-  cnc.h 

1  5/-  each 

Pi  dished  Bra's. 

Polished  Brass 

17 '6  each 

22/6  eacli 

Iced  hi  Opalescent 
Glass 

Satin-hnished  or 
i  Jpalescent  ( llass 

F  23149 

BLANTYRE, 

1  6/6  each 

Dead  Gold  Brass. 

Satin-finished 
or  (  >pal«-M^ent  Shade 


PENDANTS. 

WROUGHT    IRON     AM)    MKASS. 

Pricks  exclude  "it.  ;,;  sii.k  Flexible  Cord, 
wilvi>i*:si  and  Lampholdess,  hit  not  Lamps 


7 


5 


^sr^ 


=§*?* 


£> 


-  W" 

F   23151 

ZAM11KSI. 

16/6  each 
Dead  Gold  Brass 

Satin-finished  or 

Opalescent  Shade. 

F  23152 

21  /-  each 
Cut  Gla« 


^  ■  ■  ■  ■  ■  ■ 


F  23153 

VI1«;IMA. 
22/6  each 

Dead  Gold  Br.iss 
Feathered  Flint  Shade 


<  F)  734 


PENDANTS. 

POUSHED    BRASS. 

FOR    HAULS.    VESTIBULES.    COKRIDORS,    ETC. 

I'kh  i;s  iNd.ini:  r.i-r.  Silk  Fllxihli:   Coku.  Siiaih> 

AM>    LAMPnOLDERS.    UVT    NOT    I.AMl'S. 


Scale 
1    6th 

Full  Size. 


4  i 


£ 


F 231 63 

IIOXLEY. 
8  6  each 

Polishi  d  Bi       i  ■  . .  i  ■ . .  ■  j  * ■  1 1 

Flint  <  , 


F  23165 

i.i;i:s. 

9  -  each 

Polishi  1 1  Brass,  Bat 
O]  talescenl 


F  23167 
n.wi.i: 

10.6  each 

Polished  Brass,  Satin  I 
Fi    thi    i  t  G 


F  23169 

GOLCAB. 

Polishi  i    B  as;         12  6  eiicli 
i  ixidized  Silvet        -|  5/. 

Satin  I       >h  or  0 


F  23179 

MADELEY. 

20  -  each 

Polished  Brass    l    i 
.   Glass 


■.'So   (F, 


BCAI.1: 
1/6th 

Puli.  Siy.i: 


PENDANTS. 

VAJEUOIJS    FINISHES. 

Pricks  incmuk  Siiaoks  and  Lamimiomhcus 
kit   N<  >T    Lamps. 


F  23193 

MALYERX, 

37  6  each 

Brass  ai 
Acided  or  Opalesc 


F  23195 

UEDRXTH. 

39  6  each 

■  ,..:   '  Brass 

Acided  Glass 


F  23196 
MARCH. 

65  -   each 

Real  Bronze. 
Satin  Finish  Glass, 
72/6    each 
With  Cut  Crystal  S 


F  23198 

uasi:x. 

57  6  each 

Real  B 
Satin  Finish  I  Ilass 


(F)   736 


PENDANTS. 

WROUGHT    IKON. 

FOR     II.VI.I.S.     VESTIBULES.     CORRIDORS,     ETC. 

i'RTCiis    i\i  i.rni:    Siiaih:s    .vm»     La^ipuoluehs, 

PVT      NOT      I-AMI"-      OR      Wll.'l 


Sr.Mj: 
1  6th 

3*1   I.I.  Sl*Z~B. 


* 


1&> 


F  23207 

MERIOXETH. 

Wrought  Iron      ...        24 '-  each 

Cathpdral  '  ! 


F  23209 
SCOTT. 

1  1  2/6  each 

Antique  Brass       ...      -| 9/6 

Satin-finished 
idei 


F  23211 

COSSACK. 
i  imn      ...       15  -  each 

<  ipalescent  it  Satii 
Cylinder. 


F  23213 
GBESHAM. 

14  -  each 
Twisted  i 


('an    lie   supplied 


i\rmorite"   at    -JO",,   extra 


•:S7  (F) 


SCALK 

1/6th 

*'i-i  i.    Sw.i 


p]:m)ants. 

WROIGHT    IRON    .V.    AKMOBITE, 

FOB     ll.VI.I.s.    Vi:sTllU  I.i:s,     \Ml    CORRIDORS. 

I*l;l(i:s      [\c  Mm:     SUADlfS     AMI     LAMPHOLlllillS. 
HIT     NOT     I. AMI'S     ok     Wiiji:. 


y 


4 


F 23215 
CORNWALL 

Wrought  Iron.  1  8/6  each 
Armorite,  22/6      ,, 

Twisted  <  lear  Flint  Glass. 


F  23217 

FRIMLEY. 
w  rought  Iron,  1  0/6  each 
Armorite,  12/6      ., 

Cathedral  Glass 


F  23219 
RADNOR. 

Wrought  Iron.  15/-  each 
Armorite,  18/-      ,, 

Cathedral  ( llass. 


F  23221 
SHROPSHIRE;. 

Wrought  Iron,  22/6  each 
Armorite  27/6 

Twisted  *  'lear  Glass  Cylinder 


(F)  738 


PENDANTS, 

CRYSTAL. 

BRASS   MOUNTS. 

Pricks    i">     NOT    in<  1.1  in: 
Lamps. 


Scaij: 

1   6th 

■'ii.i.  Siy.i:. 


V- 


;r 


5 

( 

\ 

t 

- 

t 


\ 

) 


F  23230 

HORNBIRY, 
50'-  each 


F  23232 

F  23234 

<  lAUOXTOX. 

F  23236 

DISS. 

Whit,'           27  6  each 

IM'I.WKI.I 

27/6    each 

Pink              40  - 
Amber           40/-        „ 

60'-  e.icli 

CRYSTAL  GLASS    \NUI-.I   M  >S     BRASS  MOUNTS 


739  (Fi 


Scale 
1/6th 

Kn.i.    Sizk. 


pi:m)a\ts. 

CRYSTAL.      ItKASS     MOUNTS. 

l»ltlCKS     i\(  i.i  in:    Sii  Aiti-x     am>     Lami'iioliiiu" 
ami     Ki,i:xmi.i:     Coki>.     ifi'T     >'<  >T     I -ami--. 


^awHRim 


F    23238 

UEGIS. 

85/-  each 


US  ■ 


MAXSFIEIJ). 
35  -  each 


BUCKLEY. 
75  -  each 


CRYSTAL    BEADS    AND    GLASS     BRASS    MOUNTS. 


(F)  7411 


PENDANTS, 


BRASS. 


lMjK    MS  DO  NOT  INCLUDE  !Sll.vlH:s 

Lamps  or  Lwipholdkrs. 


£5<  -.vi. i: 

1  6th 

Fill  Sizii 


/    " 


F  23251 

WALPOI.K. 

45/-  each 

lead  I  Sold  Brass. 

Saitn  P'inish  Glass  Panels. 


F  23253 

HAIISIIA.M. 
50/-  each 

Dead  Gold  Brass 
Satin  I  inish  *  Slass  Panels 


F  23255 

FASNWOHTK 

60/-  each 

Ormolu  Finish. 

Rich  Crystal  I  .I  i--   I  Imps 


F  2325V 

CHANNTNG. 

40/-   each 

Polished  Brass. 

^attn  Finish  or  Opalescent. 

Glass  Cylinder. 


SCAL.U 

1/6th 


741   (F> 

FILXDANTS. 

VARIOUS     n.XINIIKS. 

Pricks    include    siiauks    ami 

Lampholders,     hit    N<  >T    Lamps. 


F  23260 

SMANAGE 

48/-  each 

Banded  Bras--. 

Horn   I  :oloi   l  .l.i- 


F  23262 

TISBLHY. 
35/-  each 

Rich  Gilt  I  'i  il<  h   Bras; 

Canan  oi  K<  >se  Colo    Glass, 

lined  \\  lute  i  Ipal. 


F  23264 

COLLOMFTOX, 

SO/-  each 

'  ixidized  Silvi  r. 

I   an. try  ..r  Rose  (  'old    I  .1.. 
lined  While  I    |  a1. 


F  23266 

KOEKOEK. 

90/-  each 

Sanded  Brass 
Horn  i  '<  .1.  >l  i.l.i  - 


(F)  742 

PENDANTS. 

RICH    GH/r    COLOK    BRASS. 

FOR     VKSTllin.KS.     II.M.I-S.    CORRIDOI 

I'BICIS   INCLI'DK  SHA.IJKS    AND 
LAMI'IKlLDKliS.    KIT    NOT    I.AMIS. 


SCALK 

1/6th 


I        5 
s         l 


^\=! 


T 


F  23269 

MAHPI-B. 

72/-  carh 

Dead   Gold   Brass. 

Satin  Finish  Glass.     For  1-2  [.amps. 


F     23271 

WALSHAM. 

Dead  Gold  Brass  75/-  each 

Silvered  and  Burnished  1  OO/-    „ 

Satin  Finish  Glass  with  Cut  Star 
For  1-3  Lamps. 


F     23273 

i,i:ni>fikli). 

65/-  eaoh 

[  lead  Gold  Brass 

Satin  Finish  ( ilass. 
For  \-2  Lamps. 


743  (Fi 


>ic  ai.i: 

1/6th 


<? 


PENDANTS. 

VARIOUS    FINISHES. 


Pricks    includu    siiaiu> 

iAMPHOMIERS,      BIT      NOT 


A  M  > 

I.AMI 


F   23279 

AI.IIIKN. 

40/-  encli 

Polished  Brass 

"W" i tli  Satin-finished  Flint  or  '  tpalescent  Glass 

SO/-  each 

With  I'ut  Glass,  as  illustration 

I  i  T  1  tn  3  Lamps. 


F  23283 

NAI'OI.l'.ON. 
HO/-   each 

i  irmolu. 

Louis  XVI   Lantern. 

■  ,i-t  .  nti  i  Ihased  Metalwork 

i  >bscured  Glass,  with  Cut  Star. 

For  1  Lamp. 


HKSS 


F  23285 

SHOOK. 

T5/-   each 

Antique  Brass. 

Iced  Glass. 

For  1   Lamp. 


IF)  744 


PENDAM8. 

RICH    (JII.T    COLOR    BRASS. 

Pricks    ixclidk    Siiadks    and 
Lami']kii.i>i:rs.     bit    not    Lash's. 


Scali: 
1/6th 

Full    kizi:. 


.   ♦:': 


F     23288 

A  YI.SI1AM. 
1  40  -   each 

Rich  <  rj   i llass  Dish,  15ins  tliann  tei 

For  1  to  3  I  ights 


F     23290 

BAUWELL. 
125/-    each 
Satin  Finish  Moulded  Dish,  15ins.  diameter, 
F01  1  10  3  Lights. 


Scale 
1    6th 


745  (F) 

PENDANTS. 

VARIOUS    FINISHES. 

FOB     ILVLLS,    CORRIDORS, 
VESTIBULES.    AND   LANDINGS. 

Prices  ik>  not  include 
Lamps  ok  Lampholuers. 


F  23301 

uoss. 

Polished  Brass. 

27/6  each 

Oxidized  Silver, 

35/-  each 

'  tpalescent  or  Ground  Glass 
Cylinder. 


F  23303 
KASTWOOD. 

55/-  each 

Rich   GiirColor  Brass 
Satin-finished  Shade. 


F  23305 

NA>TSE\. 

55/-  each 

Polished  Brass. 
i  ipalesi  enl  ( Jlass  Shade. 


F  23307 

LISMORE. 

GO  -   each 

Antique  Brass. 
V  uled  Glasses. 


(F)  74B 


PENDANTS. 

BRASS,    IROX,    and    RliAL    BROXZK 

FOR    HALLS,    VESTIBULES, 

LOUNGES,    ETC 


Scale 
1/6th 

l"i  i.i.  Size. 


Prices  do  NOT  ixcude 
Lamps  oh  Lami i.bers. 


F 2331 7 

SPEKE. 
Wrought  Iron  60  -  each 

Antique  Brass  1  OO  -      ,, 

Obscured  Glas^  Shade. 


F  23319 

REPTON. 

Wrought  Iron         ...        50  -  each 
Oxidized  Copper    ..         75/-      >> 
Opalescent  or  Satin   Finish  Cylinder. 


F  23321 
DTJOAX.. 

Real  Bronze       ...        240  -    each 
Cleai  Glass  Panels. 
1  to  3-16  c.p.  Lamps. 


SCAI.K 

1 /6th 

l-i  i.i.  Size. 


F  23327 

BARONIAL 

67/6  each 

Antique  Brass. 

Satin  Finish  Glass. 


747  (F) 

PENDANTS. 

VARIOUS    FINISHES. 

FOR    HALLS.    VESTIBULES, 
CORRIDORS,   ETC. 

Prices    do    NOT    include 
Lamps    or    Lampiioi.ders. 


F  23329 
FAIRFAX. 

190/-  each 

Ormolu. 
Clear  Flint  Glass. 


F  23331 

PRINCE. 

75/-  each 

Rich  Gilt  Color. 

Moulded  AcHed  Glass  Panels. 


(F)  748 

PENDANTS. 

WHOUCiHT    IROX,    BRASS,    AM)    AJRMORTTE 
FOR     HALLS      AM)     VBSTIBULKS. 
PlUCES      !><>      NOT      INCLUDE 

Lamps    OR     lami-uoi.iif.ks. 


Scale 
1,6th 

Fn.i.  Sizk 


F  23353 

MAZEPPA. 

\\ :-'hi  Iron  36/-  each 

Polished  Brass  60/-     ■> 

i  'lear  oi  ( iround  *  llass. 


^ 

F 

23355 

I.IV1 

;rsi 

:dgk 

Wrought  Iron 

50/- 

each 

Armorite 

60- 

t< 

Cathedral  I  !la  - 

r«\\y>> 


<«o^ 


m 


F  23369 

QI'KXTIN. 

Wrought  Iron  67/-  each 

Polished  Brass      ...        80/-    ,. 
Iced.  Ground  or  <  )palescent  I  ilobe, 

For  2  Ol  3  Lamps. 


s<  Ai.i-; 

16th 

Fn,i.    Sizi 


749  (F) 


PKM  )  ANTS. 


VAUIOrs     FINISHES. 


SUITABLE     FOR     HALLS, 
PORCHES     AND     VJESTTBTJLKS. 


1'uk  :es    DO    N<  >T    ix<  i.i  in: 

I -A  MI'S     OR      I.AMI>IK  ILUKRS, 


Real   Hrtmzr  '  i  ilor 


£21      10     O  each 


Bevplleil  Plate  Glass 
Takes  3-5  Lamps 


F  23374 

L.EVEX. 

Real  Bronze  £13      10     O  each 

Satin  Finish  Cylinder. 
Takes  3-5  [.amps 


(F)  750 

PENDANTS. 

BROMXIM     AND     BRASS. 

PBItlS      DO      NOT     INCLUDE 

Lamps    <>u    Lamphoibeks. 


SCALK 

1/6th 

Ft  I.I.  Sizi 


->ir 


F  23401 
DIVER. 

Polished„Brass      ...     1  7/-  each 
Bronium     ...  21/-      ,. 

nd  Glass  Egg. 
For  1-3  Lamps. 


F  23403 

CORAI- 

Polished  Brass      ...     67/6  each 

Bronium  ...     75/-      ,» 

Cut   Glass  Egg. 

1  mt   l   Lamp 


F  23405 

GROYNE. 

Polished  Bra^      ...    42'- 

Bronium  45  ■ 

Ground   Glass   Egg 
Foi   1-3  Lamps. 


ich 


F  23407 

i>i:.vul. 

Brass  35/-  each 

Bronium     37/6     „ 

[cei !    Opali  si  '-in  .  or  Grounil 

i  ,l.i--  I  gg 

For  1-2  Lamps. 


••  BRONIUM." 

Guaranteed  equal  to  Gun  Metal 
Will  stand  exposure  to   weather   uniioui    perishing. 


1/8th 

I-' l  I.I,     SlZK 


751   (F) 

PENDANTS 

(INV1SRTED). 
Polished    Brass. 
Pricks    i>o    not    include 

4  AMI'S      OR      LAMniOLDGRS, 


F  23414 

LATHAM. 

50/-  each 

Japanned  While   Reflector,  '  Ipal   Diffuser,  Brass  King  and  Chains. 

For  Groups  of  3-6.  16  to  50,  or  one  200.  300,  400  C.P.  Osram  Lamps. 


F  23412 

MORAINE 

Polished  Brass  ...  ...  40  -  each 

i  ictagonal,  30mv  diametei 

Best  *  )pal  i  ilass  Panes 

I  ip  ol   I  ow  i  p.  or  one  1  [igh  c.p    <  'sram  Lamp 


F  23416 
CODY. 

30  -     each 
Complete  with  Landholders. 
Japanned   While  Reflector,  Opal  Diffuser,  Brass  Mounts, 
For  5  Osram  Lamps. 


(F)   752 

PENDANTS. 

INVERTED,  FOB  REFLECTED  LIGHT 

VARIOUS    FINISHES. 

Prices    do    NOT    isci.rra: 
Lami'S    nit    LAMi'iKii.nwis. 


F  23422 

WRIGHT. 
Polished  Brass  32/6  each 

Oxidised  Coppei  ...        35/6     ,, 

While  Vitreous  Enamel  Liner. 
lor  one  Lamp. 


F  23426 
HI. ON. 

Rich  Gilt  Color  Brass  ...        37/6  each 

<  ixidi:  ed  Silver  45/-      >, 

While  Vitreous  Ename!  Liner, 

Kur  Line  Lamp. 


Kf   A.LJ-: 

1/6th 

F<  ij.  Sizi:. 


A 


753  (F) 

p]<:m)a\ts. 

POLISHED    JiKASS    AM) 

Other    finishes. 

For    OSRAM     I. AMI'S. 

Pricks    i»<>    NOT    include 
Lamps    ok    Lampiioldbrs. 


^1 


F  23430 

l'Al  MIAN. 

6  -  each 

Polished  Brass. 

Clear  Flim  and  Op      G     --  I  >ifl  ise 

Foi   1  Lamp 


F      23428 

WH  iti:. 

21   -  each 

Polished  Brass 
...  d  i  [ear  Finn  and  Op     Class  I  >ifl   - 

Tor  three  16-50  or  one  100  200  o.p.  Oram  L;i 


J 


T^ 


¥~        ~~^ 


F     23435 

WIXCANTON. 

Polishi   IB 

1  5/-  each 

17/-     ,, 

Op:  I...-.,     -  is  6|in    Li|>. 

( lallery  only.  5.  -  eacl 


F     23436 

MALDKX. 

Polished  Brass  ..        20- 

Ktraw  or  Pink  i  ipalescent  Ola--*.  6i*m.  lip 

For  1-4  t  >-r.im  Lamp- 


F     23437 
LYE. 

Polished  Brass  -1  7;6  each 

or  (  Ground  i .         '  ,       I    i 


F     23438 

FAUMAX. 

22/6  each 

15in.  Prism  Rib  Shade. 
I  oi   one  100    200    300.  or  400  c.p.  Osram  Lamp. 


(F)  754 


PENDANTS. 


POLISHED    BRASS. 

Prices  do  NOT  include 
Lamps  ojb  Lampholders. 
except  whe're  stated. 


FOR';    SIIOl'      WINDOW! 
OFFICES,     ETC. 


Scale 
1/6th 

FlLl.-Swii 


FOR     WAITING    ROOMS 

1>.VSS\«ES.    ETC. 


MOMUS. 

F  23440 

16m 

4  lights 

30/ 

F  23441 

16in. 

6  lights 

35  ■ 

F  23442 

19m. 

4  lights         . 

40  /■ 

F  23443 

19in. 

6  lights 

45/ 

Polished  Brass,  complete  with  Ball  Body  and  Galleries 
Shades  and  Lampholders,  as  shovm. 


F  23445 
I.OliNA.. 

5/6  each 

With  15m.  Opal  Shade,  as  illustration 

F  23446 

8/-  each 

\\  nil  15ni,  I  ipalesi  enl  shade  as  opposite 

For  2  or  3  Lights 


F  23455 

NARCEA. 

F  23452  n  in  4  i ml, is  28/- each 
F  23453  16m,  6  lights  32/-    ,, 
F  23454  i9i,i  <siights38/-    ,, 

F  23455  i9iii.  6  lights  42/-    ,, 

Polished  Brass,  complete  with  Ball  Body. 

Gallery  and  King.  Reflector,  Shades, 

and    Lampholders,  as  shown. 


'     ^ 


V- 


>s* 


F  23449 

IA)VISE. 

1  3/6  each 

Polished  or  Bronzed  Brass. 

15 in.  Opalescent  Shade,  as  illustrutio-rt. 

F  23450 

11/-  each 

\\  itli  Plain  ( )pal  Shade  as  opposite. 

For  2  or  3  Lights. 


755     (F) 


DILIX" 

Gl< mE  Pendants. 


P]:xdants. 

VAUIOI'S    FI  NISI  IK'S. 

Pricks    i»>    NOT    ixcia  >»e 
Lamps    ok    Lampholdkr». 


EOXA. 

F  23466  10in. 
F  23467  12m. 
F  23468  14m. 
F  23469  16iu. 


Bronze. 
75/- 

95/- 

120/- 

160/- 


each 


Length  48ins.  over  all. 


ACROTA, 

F  23460  Kim. 

Polished    Oxidized    l  'xidized 
Brass.        Copper.        Silver. 

30  -      33-       36- each 

F  23461    12in. 

45  -     49  6     54/ -     ., 

F  23462  14in. 

65  -      70  -      75  -     ,, 

F  23463  ltiin. 

95  -  102  6  1  10  -     ,, 

Length  48ins  over  all 


D.Vlill'S. 

:d  <  >xidized  (  ixidized 
Brass       Copper.      Silver. 

FJ23470  Hun.  40/-  44/-  48  - 
F  23471  I2iu.  60  -  65/-  70/ - 
F  23472  I4in.  80,  -  87,6  95  - 
F  23473  HJin.1 1  O/-  1 1  7/6  1  25/- 

Length  48ins.  over  all. 


each 


Complete  with  Chain   ami    Ceiling   Plate. 


(F)  756 

PENDANTS. 

VARIOUS    FINISHES. 

Prices    i><>    NOT    ixclvdk 
Lamiv    ok    L»\Mi>noi.m<:iis. 


DLLXJX" 

Gix  )i  *e  Pendants 


ISABA. 


'  .ill   i  olor. 


F  23476  lOin. 

45/-    eao 

F  23477  12in. 

60/- 

F  23478  14in. 

80/- 

F  23479  16in. 

110/- 

Length 

48iii- 

mri 

all. 

ERILI 

.1 

S. 

F  23484   lOin.     ... 

t  iili  Color. 
...     45/-  e<ach 

F  23485   12in.      ... 

...     65/-     ,, 

F  23486    I4in.     ... 

...     90/-     ,, 

F  23487   16in.     ... 

...  120-     ,, 

Length  48ins. 

nvei   .ill 

Complete   with   Chain   and    Ceiling   Plate. 


757  (F) 


s<  ai.i: 

1    6th 

Pi  i.i.  Size. 


PENDANTS. 


.vD.jrsT.viu.i:.    i'omsiikd    huass, 

FOR    OFFICES,    BEDROOMS,   ETC. 
Prices   i»<>   NOT  in<  i.i  hi:  Lamps  oh 

LaMPHOLDERS,    EXCEPT    WIIER.E  STATED, 


""> 


F  23553 

TYMiSIDi:. 

1  1  6  each. 

10m.  Opal  SLi.nl. 

Brass  Rim  and  Silk  Fringe 

3  yds.  'J;  Silk  Flexible. 

China  Counterweight  and  Ceiling  Rose. 


? 


F  23551 
OFFICE. 

3/6  each. 

2Jin.  H.V.  Ceiling  Rose  and  Pulley. 

China  "Counterweight  and  Lampholder. 

10m.  Opal,  and  3  yds.  Silk  Covd. 


y 

F  23557 

SAVEHNAKK. 

27/6  each. 

15in.  Opal  Shade,  Brass  Gallery. 

China  Counterweight  and  Ceiling  Rose. 

2  or  3  Light  Ball  and  Handle. 

Brass  Rim  and  Silk  Fringe. 

6yds.  as  Silk  Flexible  Cord. 


.-! 


(F)  758 

PEIVDAIVTS. 

POLISHED    BRASS 
UNIVERSAL  MOVEMENT. 

FOR     DRESSING     TABLES 
AND     DINING     ROOMS. 

Prices  no  NOT  incu'be 
Lamps  or  Lampuolders, 
except  where  mentioned. 


Scale 
1  /6th 

Fill  Size- 


Patent  No.  2197. 


F  23559 

DOWNTON. 

Polished  Brass,  1  5/-  each 

10in.  Opal  Shade. 

6yds.  .;,';  Silk  Flexible  Cord. 

For  1  Lamp. 


F  23566 

TRICORD. 

With  12-in. 

white                G 
Opal  Shade. 

Polished  Brass      17,6  each 
i  Ixidized  Copper  20'-     .. 
Nickel-plated        SO/-    ., 
Oxidized  Silver     21/6   .. 

With  I2in. 
reeii  &  White 
Opiil  shade 

19/6  each 

22 

22/- 

23  6 

Metal  Counterweight,  Pulley 

Shade  Fitting. 
China  Ceiling  Rose,  Black  Pl 
Extends  6ft.  when  full  r 

Frame  and 

lley  Wheels, 
own. 

F  23568 

As  above  with  Silk  Covered  Opal  Shade. 

Polished  Brass              

Oxidized  Coppei 
Nickel-plated 
Oxidized  Silver 

With  Lampholder 

25/-  each 
27/6 
27  6     „ 
29/- 

F    23561 

facit. 

Polished  Brass,  20/-  each 

10m.   x  5in.  Card  Shade,  lined  White. 

The  above  ran  be  turned  in  a  circle  36ins,  diameter,  and  has 

a  vertical  upward  and  downward  movement  of  42ms. 

Will  balance  up  to  2£hV. 


s;<  :ale 

1    6th 

Pull  Sizk. 


759  (F> 

PENDANTS. 

ADJUSTABLE 

FOR      1)IMX(;      ROOM      OR     LIBRARY. 

Prices    do    NOT    i.n<  i.iiu: 
Lamps    oh    Lampholders 


F  23575 

SBLTREBROOK. 

Polished  Brass. 

1  3/6  each 

lOin.  Opal  Shade. 

3yds.  3J  Silk  Flexible  Cord,  and  Shot. 

For  1  Lamp. 


3yds. 


Polish 


20/-  ench 
12in.    Best   S.lk    Shade 
*  Silk  Flexible  Cord,  and  Shot 
For  1  Lamp. 


F  23580 

HORWICH, 
F  23580  as  illustrated  32/6  each 

F  23579        30/-     ., 

Polished  Brass.     Plain  Weight 

12in.  Best  Silk  Shade. 

3yds.  53  Silk  Flexible  Cord,  and  Sh.it 

For  1  Lamp. 


(F)  76U 

PENDANTS. 

ADJISTAHLK     AND     WITH 
CEILING    FITTTXGS. 

FOR     S.MALI.     DINING     ROOMS, 

Pricks  include  Sii.k  Shades  hit  NOT 

Glass  SnAOKS,    I. AMI'S  oli    I.AMl'l!(lI.ni:i: 


Scali-: 

1/6th 

Full    Size 


r  /l 


F  23581 
CAMBRIDGE. 

as  illustration, 
30  -   each 

F  23583 

Without  top  Light. 

25/-  each 

Polished   Brass,  3-Light  Ceiling  Fitting,  with  Counterweight  and  I5in. 

Silk  Shade,  3  yds.  Silk  Flexible  Cord,  and  Shot 

2  or  3  Lights lei  '•hade. 


F  23585 

m:wxham. 

as  illustration. 
Polished  Bia^s  ...        50/-  each 

Oxidized  Copper         ...        55/- 

F   23587 

Without  top  Light. 
Polished  Brass  ...        35/-  each 

t  Jxidized  Copper  38/6 

I8in.    Silk    Shade,    lined    White,    3    vds.    Silk    Flexible    Cord,   and   Shot. 
Pull-Down  Handle.         2" or  3  Lights  under  Shade. 


1/6th 


761   <F) 

PENDANTS. 

AD.M   STAItLK 
FOR      DIMN(;      ROOM. 

Prices     include    sn.k    Shades 
jut  NOT  Lamps.    Lami'ik  >i,i>i:i;s 

OK      (Jl.ASH      SlIADKS, 


*f5 


F  23593 
OXFORD. 

As  illustratii  >n 


Polished  Brass 

<  ixidized  Silver 


65  -  each 
776    „ 


F  23595 

Without  Top  Lights 
ed  Brass 
1  ixidized  Silver 
18in.  Silk  Shade,  3  yai.ls  Silk  Flexible  Cord,  and  Shot 
2  or  3  Lights  under  Shade. 


35-  each 
42  6    „ 


F  23591 

CALLAN. 
Polished  Brass,  65  -   each 

18m   Silk  Shade-.  3  >..  I  el  id  Shot. 

2  or  3  Lights. 


(F'  762 


PENDANTS. 

A.I>.J  rSTABLE 

FOR  SMxVLL  l)INIXti  ROOMS. 

Prices  im  i.i  i>i:  Sii.k  Shadis  bit  SOT 
Lamps  ok  Lampiioldeks. 


Scale 

1/6th 

Full  Size. 


F  23597 

PENISTONE. 


Polished  Brass 
ed  Silver 


55  -  eacli 
60  -      ,, 
65  -      „ 


te  with  18in.  Double  Silk  F  I ■ 

6yds.  Jg  Sill,    I'  I. 'Mlil.'   i  i  ml    and   SI  ol 
Arranged  for  3  Lights 


F  23599 
ILKESTON. 

Polished  Bra-  ...        45/-   each 

<  txidi  :ed  *  toppei       ...  ...        50/-       ., 

i  '\m!;  ed  Silvei        56/ -       ,. 

C pi.  it- with  I8in.  Double  Silk  Flounce. 

6y.k,  3g  Silk  Flexible  Cord,  and  Shot. 
Arranged  foi  3  Lights. 


763   (F) 

PENDANTS. 

AlMrSTAULK 
FOR     DINING      ROOMS. 
Prices    i><>    not    include 

LAMPS      lilt      LAMPHOLDBRS. 


F  23605 

AHKKCAH.N. 

Polished  Brass  ...       57/6  each 

i  ixidized  Topper  62/6     „ 

i  Ixidized  Silver  ...         67/6     ,. 

18in.  Silk  Flounce,  6  yds.  Silk  Flexible  Cord,  and  Shot 

Arranged  for  2  to  3  Lights. 


F 

23603 

HELSTON. 

Wn  iught  Iron 

50/-  each 

Polished  Brass 

70/-     „ 

'  ixidized  Copper 

77/6    „ 

i  ixidized  Silvei 

85/-     „ 

18in.  Silk  Flounce.  6  yds.  Silk  Flexible  Cord,  and  Shot. 
Arranged  for  2  to  3  Lights 


(F)  764 

PENDANTS. 

AD.MSTABLE. 

FOB     DIXIXG-lfOOM   OR    LIBRARY 

PRICES      1»>      NOT      IMUDE 
LAJII'S      OR      LAMPflOLDEBS, 


SCALE 

1/6th 

I"  l  LI.  SSIZI 


F  23607 

DOMNSHIKi;. 

ght  Iron         85/-    each 

e  Bras  "I 25/-       ,, 

I6in.  Sill-:  I  lounce.  Arranged  for  3  to  5  Lights. 

9vds.  Silk  l  lexible  I  ord,  and  Shot 


F  23609 

MIDDLESEX. 

VV ght    Iron 

85  - 

ouch 

Ant 

que  Brass 

1  20/- 

., 

20fn 

Silk  Flounce 

Vrranged  i"i  3  to  5  Lights. 

9yds.  Silk 

Flexible  <  *  >rd,  and  Shot. 

St'AI.IC 

1/6th 

Fill  Size 


765  (F) 

PENDANTS. 


ADJUSTABLE. 


FOB  DIXIXd   ROOM 
OR  LIBRARY. 


Prices  i>o  not  include 
Lamps  oh  Lampholders. 


F  23611 

LEIGH. 
Polished  Brass,     -J  50  -   each 

20in.  Silk  Flounce  Arranged  for  3  to  5  Lights 

9yds.  Jjj  Silk   Flexible  Cord,  and  Shot. 


F  23613 

KEBLE 

Rich  Gilt  Color  Brass,  85/-   each 

16in.  Silk    Flounce.  Arranged  for   3  Lights. 

9yds.  33  Silk  Flexible  Cord,  and  Shot. 


fF     766 

PENDANTS. 

ADJUSTABLi:. 

AVITII  CEILING  LIGHTS. 

FOR     DINING     ROOM. 

Prices    i><>    not    dsclcdx 
Lamps    ok    Lampiicilih-k-. 


SCAIJ! 

1/6th 

l'LIJL  SIZF. 


Polished    Brass 
Oxidized  Silver 


Polished  Brass 

'  '\hh  .  .1  Silver 


F  23615 

BEXFLEET, 

As  illustrated. 


F  23617 

\\  ithout  Top  Lights, 


1  40  -   each 
1701-     ,, 


1  OO/-  each 
120'-      ,. 


I8in.  Band,  with  Silk  Flounci 
Arranged  for  3  Lights  undei  sii.nl.-       Complete  with  9  yards  Silk  ('ord  and  Pull-Down,  and  Shol 


s<  ai.i: 
1/6th 

ll    II.  SIZE 


767  <Fi 

Pl^DANTS. 

ADJUSTABLE. 

FOR  l)IMN(;   ROOMS. 

Pricks  i»<>  not  inclvde 
Lamps  oh  Lampiioldeks. 


F  23619 

POOI.K. 

Oxidized  Copper  -|  50/- 

22m   Double  Silk  Flounce.  6yds.  Silk  Flexible  Cord,  and  Shot. 

Arranged  for  3  to  5  Lights. 


F  23621 

RYHOPE 

Poh-lie,i  Brass  1  1  2/6  e.ich 

Oxidized  Silvei  135  - 

IBin.  |)"iible  Silk  Flounce,  6  yds  Silk  Flexible  i  ,,ol,  and  Shot. 

Arranged  for  3  Lights. 


(F)  768 

PEINHDAIVTS. 

ADJT'STAULE. 

FOR     DININO     ROOMS. 

Prices  i>o  NOT  lvclvde 
Lami^.  Lampqolders,  <>u 
Oi..v*s    Shades. 


SCAXJ2 

1/6th 


f 


F     23623 

CAMI'DKX. 

Vrmorite  and  Oxidized  Coppei  "I  50/-  each 

Hammered  Oxidized  Coppei  "I  50/-      ,, 

Hand  Repousse  Metalwork,  18in    Silk  Flounce.  Arranged  3  Lights  under  and  3  Lights  outside  Corona. 

\rms  Gin.  projection,  9yds.  Silk  Flexible  Cord,  and  Shot. 


SCALE 

1/6th 

Feu.  Size. 


769  (F> 

PENDANTS. 

A.D.T  USTABLE. 
FOR     DIXING     ROOMS. 

prices   do   not   include 
Lamps    or    Lajipholdhiis. 


F  23627 

THIRSK. 

Antique  Brass  ...  200/-eaoh 

Oxidized  Silver  .  230/-      „ 

Hand    Repousse   Metalwork,   20in.    Silk  Flounce,   9   yds.   Silk    Cord,   and    Shot. 

Arranged  for  3  to  5  Lights. 


<F)  770 

PENDANTS, 

A.1J.TTSTA.I3LE. 

FOR     DININti     ROOMS. 

Prices  i><>  not  include 
Lamps,  Laml'iioi.ihius.  OR 
Oi-ass    Niiai>i:s. 


1/6th 


F  23634 

HEANOK. 

i  irmolu  ...        150/-  each 

24m.  Silk  Extension  Flounce,  lined  White,  6yds.  Silk  Flexible  Cord, and  Shot. 

Arranged  foi  2  i<>  3  Lights. 


F  23641 

SOUTHWOLD. 

As  illustration. 
i  irmolu,  230/-  each 

F  23643 

Without  Top  Lights. 
1  65/-  each 
20in.  Silk  Flounce.    9yds.  Silk  Flexible  Cord,  and  Shut 
Arranged  for  3  to  5  Lights  under  Shade. 


771(F) 


1/6th 

Fl  I.I.    Sixl 


PENDANTS. 

ADJUSTABLE. 

FOR     1JININO     ROOMS. 


Price 

LAMP! 


DO     NOT      INCLUDE 

Oil      I.AMl'IK  ILDERS. 


** 


4    4 


F  23646 
HEREFORD. 


Polished  Brass 


200-    each 


20in.    Double  Silk  Flounce,  9yds.  Silk  Flexible  Cord,  and  Shot. 
Arranged  for  3  to  5  LighN. 


F  23652 

GLASTOXBl'RY. 

Hand  Polished  Brass         225/-    each 

Perforated  and  Engraved  Metal  Work. 
20in.  Silk  Flounce  and  Ribbons. 
9yds.  Silk  Flexible  Cord,  and  Shot.        Arranged  for  3  to  5  LigM- 


(F)  772 

PENDANTS. 

AD.TISTABLE. 

FOR  DIXEVG    ROOM    OR    LIBRARY 

Pricks    do    NOT    isci.iiii: 
Lamps,    Lampiiolders. 
or    Candles. 


Scale 

1/6th 

Fitj.  Size. 


F     23655 

VAX    OSL.VADE. 

Sanded  Bra«  1  30  -  each 

Octagonal  Band,  diameter  18ins. 

With  4  Ami*.  5in.  Projection 

Double  Silk  Flounce. 

Complete  with  I2yds.  Silk  Flexible  Cord,  and  Shot. 

Centre  arranged  lor  3  Lamps. 

F     23656 

SandedlBrasf  95/- each 

As  above,  but  without  Brackets. 


F     23659 
LICHFIELD. 

Ormolu      _        220  -   each 

20m.  Double  Silk  Flounce. 
9yds  Silk  Flexible  Cord,  and  S 
Arranged  for  3  to  5  I 


773  (F) 


1/6th 

Fl  I.I.  SlZK. 


F  23663 

MELFOBD. 

Ormolu  450/-  each 

24in.  Silk  Flounce  with  Silk  Fringe. 


6yds.  Silk  Flexible  Cord,  and  6yds.  Steel 
Flexible  Cord. 

For  3-5  Lights. 


PENDANTS. 

ADJUSTABLE. 
IFORfDIXIXCi     ROOM. 
Prices i  do    not    incikde 

I. AMI'S      <>1J      I.AMI'IKil.IllUS. 


(F)  774 

PENDANTS. 

queen  axxe  style. 
a  i3.t  i'sta  bee. 

FOR     DIM.VG     ROOMS. 

Prices   do  NOT  ixcube  Lamps.  Lampholm 
ok    Candles. 


iS<  -.vi.i-: 
1/6th 

l-'ri.i.  Si/r. 


Antique  B 

Oxidize ! 

Sliver  Plated  and  Bui 


F  23670 

CAKOLINK 

Without  Arms. 

£17  O  O 
£20  O  O 
£23     O     O 


With    \::  -   as  illwttrulion 
each         £21        O     O     each 
£24       O     O 
£27    10     O      „ 


22jn    (  i,       3  ...   -   ade  and  l  ring th  «  hite  Silk  i  ndera  reen  .  12yds.  '-ilk  Flexible  Cord    ai  d    Shoi 

3  1,  4  Candle  Lamps  outside     Candle  Shades  extra. 


775  iF 
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Scai.i: 

1/6th 

1*1  i.i.  Size. 


785  (F) 

BRACKETS. 

POLISHED    1JUASS, 

Prices    do    not    im  uih:    I-amiw, 
Lamimk  >ld£rs   or   Shades. 


fQ 

F 

24021 

: 

in. 

Tube 

6/- 

doz 

\ 

in. 

7/6 

., 

Projection.  2^in^ 

F  24023  F  24025 

1-in.  Tube  6/-  doz.  ^-in.  Tube  20/- doz. 

»-"•     -  8/-      „ 

Projection,  2hns.  Projection,   5ins. 


F  24027 

A-in.  Tube  9/.  doz. 

Projection.    3ins. 


4) 


Perpendicular. 

i-in.  Tube. 
Polished  Brass. 


Catalogue 
No. 

Projec- 
tion. 

Price. 
Doz. 

F  24030 
F  24033 
F  24034 
F  24036 
F  24037 

Inched. 

6 

9 
12 
15 
.8 

10- 

12- 
14/- 
17/- 
20/- 

Catalogue 

Projec- 

I'i  1.  e, 

No. 

tion. 

Doz. 

Inches. 

F  24040        6       10/- 

F  24043        9       12/- 

F  24044       12       14/- 

F  24046       15       17/- 

F  24047       18       20/- 

Canting. 

g-in.  Tube. 

t                   £ 

Polished 

Steel 

r               ^if 

Brass. 

Conduit 

Catalogue 

Projec- 

Price. 

Price. 

No. 

tion. 

Doz. 

Doz. 

Incl  les. 

F  24050               20/-    11/- 

F  24053        9       22/6  12  6 

F  24054       12       25/-    14/- 

F  24057       is      33/-    18- 

F  24058      24      40-    22/- 

These  Brackets  are  stocked  without  Nozzles. 
They  can  be  supplied  with  Nozzles,  at  2/-  per  doz.  extra. 


F  24061 
30/-  doz. 

Removable  Back  Plate  for  ease  of  Wiring. 
Projection,  7£ins.  Back  Plate.  3ins. 


F  24062 

27'-  doz. 

Removable  Back  Plate  for  ease  of  Wiring. 

Projection  7£ins.  Back  Plate,  3m> 


% 


F  24065 

27/-  doz. 

Projection,  9£ins      Back  Plate.  2":ius 


Back  Plate.  2tins. 


(F)  786 

BRACKETS. 

POLISHED    BRASS. 

Prices     do     NOT    include    Lamp-*. 
Lami'Iiolders    or    Shades. 


k<  AI.E 

1/6th 

Fn.L.  Size. 


+  H 


F  24067 

2/-  each 
Projection     ...  3ins 

Back  Plate    ...  2}ins. 


F  24068 
1   6  each 

Projection  1 ';     s 

Back  Plate      ...       lfins. 


F  24069 

3/6  each 
Projection  3Jins. 

Back  Plate       ...       3ins. 


F  24070 

4  6  each 
Projection  4ins 

Back  Plate      ...       2jins. 


F  24071 

6/-   each 
Projection       ...       3ins. 
Back  Plate  2§ins 


F  24072 

4/-  each 

Projection  

Back  Plate 


SMns. 

3ms. 


F  24073 

6/-  each 
Projection 
Back  Plate 


4Ains 
Kins. 


F  24074 

4  -  each 
Projection  5ins. 

Back  Plate         ...  3  X  2}ins. 


F  24075 

12  6   each 

Projection  Bins. 


Back  Plate 


4A   x  2|ins 


>'  W 


F  24076 

6  6  each 
Projection 
Back  Plate  4  x  3Jins. 


F  24077 

1  O/-  each 
18/-     „ 

Projection  4Jins. 

Back  Plate         ...  6ins. 


F  24078 

1  4  -   each 
Projection 
Back  Plate  5J  >    I 


F  24079 

l-Lif  1  2/-  each 

2-Light  20/-     „ 

Projection  +Jins 


Back  Plate 


61ns. 


1         1         Railway  1 


7S7  (F) 


S<  Al.i: 

1    6th 

Full  Size. 


BRACKETS. 

l-LIGHT, 

POLISHED    BRASS 
AND    WROUGHT    IRON. 

Prices    ik>    NOT    inc-i.i  m:    Lamps. 
LAMl'IIOLDEIiS    ok    Sii.vih:*. 


F   24083 

UMOX. 

4/-  each 
Projection,  12ins.  ;  Tube.  g-in.  ;  Back  Plate,  4m- 


F  24084 
VENEZIA. 

Polished  Brass  4/-  each 

Wrought  Iron  3/-     „ 

Projection,  12ins.  ;  Back  Plate.  4'ui- 


F  24085 
1'A.ltK. 

9/6  each 

Projection,  lOins.  ;  Tube.  i-in.  ;  Back  Plate,  5ins. 


(Br 


F  24087 
SOUTH    WESTERN. 

8/-  each 
Projection,  Wins      Tube,  g-in      Back  Plate,  Gins. 


F  24089 
ACHILLES. 

4/6  each 
Projection,  9ms.  ;  Tube,  g-in. ;  Back  Plate,  3iins 


F  24091 

ALLIAXCK. 

9/-  each       , 
Projection,  13ins. ;    Tube,  g-in  :   Back  Plate.  6ins. 


(F)  788 

BRACKETS. 

POLISHED    BRASS 

FOR     SPECIAL      POSITIONS. 

Prices  do   XOT  incude  Lamps, 
La>ipholders    or    Shades. 


Scale 
1/6th 

Full    Size. 


~'l 


F  241 01 

FORMBY. 

4/-  each 

For  fixing  to  Corners  of  Passages. 
Staircases.  Etc. 


F  241 03 

FLIXTON. 

7/-   each 
For  fixing  on  t'-|,  of  Shelves. 


F  241 05 

STEOOD. 

7/6  each 

For  clamping  to  3in.  Pillars. 

Price  varies  according  to  size  of  Post. 


F  241 07 

RUABON. 

3/6  each 

For  fixing  Underneath  Shelves. 


F  241 06 

OSWALD. 

1  2/6   each 

Full  Projection,  18ins.    Back  Plate,  lx2ins. 

Silk  Shades,  4/-  each  extra. 

Candle  fitting  extra. 


F  241 09 

ROMNEY. 

5/6  each 

For  back  of  Pictures, 
Mirrors,  Etc 


F  24111 

PENRITH. 
1-Light  7/6  each 

1  'I. imp  and  Sw  ivel  fi  ir  Mirrors. 
Silk  Clip  Shades.  1/9  each  extra. 


F  24113 

MELTON. 

1-Light  30/-  each 

Illuminated  Adjustable  Shaving  Mirror,  can  be 

used    as    a   Bracket  as  shown,  or  Standard  on 

fable 


F  24115 

IUIYL. 
1-Light  17/6  each 

Bedrail  Swivel  Bracket,  with  Silk  Shell. 
any  Coli  ir. 


789  (F) 


1/6th 

Fru.  Size. 


BRACKETS. 

GILT    COLOR    BRASS. 

FOR    PICTURE    LIGHTING. 

Prices    i><>    NOT    im'ij'iii:    Lamps 


F  24121 
COOPER. 
1  7/6  each 
I  o,  fixing  toback  of  p.cture  frame.       Bracket  is  flexible,  and  can  be  readily  adjusted  to  any  position, 
Complete   with    "Striplite"  Aluminium  Reflector.  100-120  volts. 
See    F  241  23 


<^ 


F  24123 
WILKTE 

21/-  each 

For  fixing'to  back  or  top  of  picture  frame. 

Bracket  is  telescopic,  and  bas  two  knuckle  joints  for 

adjustment. 

Complete    with    "  Striplite  "f  Aluminium    Reflector,1 

100-120  volts. 

Can  be  connected  in  series  with  another  Reflector,* 
or  another  Lamp,  if  required  for  high  voltage. 


F  24126 
WILKIE. 

21  /-  each 
For  fixing  to  back  of  picture  frame. 
Bracket  is  detachable  from  fixing. 
Complete  with  adjustable  Nickel  Reflector  for  2  Lamps- 
complete  with  B.C.  Lampholders. 
When  ordering,  state  whether  required  Series  or 

Parallel. 

Can  be  supplied  with  Polished  Brass  Reflector  at 

22/6  each 


F  24127 

HUNT. 


With  Shell  and  Holder 


35/-  each 


For  portable  attachment  to  picture  rail  or  moulding. 

Hand-hammered  Shell,  Silvered  inside,  can  be  tilted 
backwards  or  forwards. 


(F)  790 

BRACKETS. 

SWING    PATTERX. 

POLISHED    BRASS. 

Pricks    do    NOT    ixcude    Lamp; 
Lampholders    ok     Shades. 


SCAJUB 

1   6th 

Fll.l.   SIZK, 


F    24131 
FELSTEAB. 
4  3  each 
Projection,  12ins.        Bar;. 


F  24137 

GLOSSOP. 

33  6  each 

Projection,  301  ns  Back  Plate.  3jm>. 

RelV,  tor.    F  21969.    4  6  extra 


-  ;i^— 

F  24133 

RISTHAM 
3  6  each 
Pn  ijeci 

Tube. 

Polished  Enamelled 

Brass.  Steel. 

5  3  4/6  each 

§-in.  Tube. 

9  -  7  6 

§-  a.  Back  Tube.         £-in.  Front.         Back  Plate,  3|ins 


--.#■ 


F  24139 

LONSDALE 

1-Joint,  Projection.  12ins. 

2-Joint,  Projection,  24ins. 

Back  Plate.  4ins. 


6  6  each 
10-     „ 


m*      I 


F  24141 

EGHAM. 

Extra    Si       -    Swing    Bi  tcket,    well   made  and   finished. 

18-  each 
27  -     i 

Hack    Plate.    7    X    I 


791  'F) 


SCALU 

1  6th 

Fl  I.I.  Sr/.li. 


BRACKETS. 

S>VTNCJ    PATTBRX. 
POLISHED    BRASS. 

PB1CES    l>l)     SOT    IMI.IDE   I.AMK 
LAMPHOLDER9   OK   Siiaih.s. 


F   21969 

4  6  ea 


This  Bracket  has  a  lateral 
and  vertical  movement,  and 
is  specially  suitable  for 
Surgeons    or    Dentists. 


F  24145 
ROBERTS. 

Bracket  onl} 

Projection.  14&ns. 
Back  Plate,  3iins. 

5/6  each 

Extra : 


Counterweight 
Lanipholder 
Opal  Shade 
Wire  (2  yds  | 


each 


11d. 
8d. 
6d.     „ 

4d.  per  yd. 


F  24147 

l'UM-KV 

Bracket  only. 

16'-  each 

I 

copic.  from  15  to  24m^ 

Back  Plate.  9*  x  3m*. 

Counterwei 

11d. 

each 

Lampholder 

8d. 

/ 

I  ipal  Shade 

6d. 

Wire  (3  yds. 

4d. 

pel  yd 

F 241 49 

l'LEXC). 

Flexible  Metallic  Tubing. 
12m.  Polished  Brass  6  6  eacll 

12in.  '  Ixidized  I  lopper  ...        7/3 

12in.  Oxidized  Silver  ...  8  - 

Back  Plate.  3Jins. 


(F)  792 

BRACKETS. 

POLISHED    BRASS. 

Prices     no    NOT    inciajmg    Lamps 
Lami'iioldkbs    or    Shades 


Scale 
1   6th 


F  24151 
SCKOUU 

2  6  each 
Projection.  8ins. ;  Tube.  |-in. :  Back  Plate,  2iins 


" 


F  24153 
HARROW. 

5  6  each 
P      ection,  Wins.  ;  Tube,  fe-in. ;   Back  Plate.  3;in> 


F  24155 
CAVENDISH. 

6  -  each 
ii,  llins.  :  Tube.  g-in.  ;  Back  Plate,  31.1ns 


F  24159 
FIXCHLEY. 

4,  6  each 
Projection,  12ins.  :  Tube.  i-in.  ;  Back  Plate,  Shins. 


/---, 


% 


F  24161 
ET<  »'. 

4-  9  each 

.  n  8ms,  ;  Tube.  ^-in.  •  Back  Plate.  31ins. 


F  24163 

MECCA. 

5 '-  each 

Cast  Scrollwork.        Polished  Brass, 

Projection,  12ins. ;  Tube.  J-in.  Square  ;  Back  Plate,  4m,. 


F  24157 

MARLBOROUGH, 

6/6  each 

Projection.  9Jins  :  Tube,  ,%-iu. ;  Back  Plate,  3$ins. 


F  24165 
AX.FORD. 

6  6  each 
Projection.  9ins.  ;  Tube,  Sin,  square  ;   Back  Plate.  4ms. 


7<J3  (F) 


S<  'AI.K 

1/6th 

1*11.1.  SlZK. 


F  24169 

DILVKKTOX, 
5/6  each 

I'm  ijecl  ion,  9ins.    Back  Plate,  3ms 


F  24173 

ELLESMEBE. 

4/6  each 

Projection,  6ins.    Back  Plate,  9£ins. 


BRACKETS. 

POLISHED   11HASS. 

Prices  i><>  NOT  ixci.iipi:  Lamps, 
i.ami'hoi.iikks  ob  Shades. 


F  24175 

EGREMONT. 

13/6  each 

Projection,  9ins.     Back  Plate,  lOi  X  4|ins. 


V-,:' 


F  24171 
HILL. 

6/-  each 
Projection,  lOins.     Back  Plate,  3*-ins. 


i      ' 


F  24177 

MKLFOH1). 

6/-  each 
Projection,  6ins.    Back  Plate.  3|  x  9ins. 


F  24179 

EASTLEIGH. 

5/-  each 

Projection,  8£ins.     Back  Plate,  3ins 


F  24181 
IPSWICH. 

6/3  each 
Projection,  J^ins.     Back  Plate,  4ins. 


F  24183 
JERSEY. 

6/6  each 

Projection.  lOins.     Back  Plate,  4ins. 


(F)  794 


BRACKETS. 

POLISHED    BRASS 

Prices   i»>    not    incmdh    Lamps 

LAMPHOLDliKS     OR     SHADES. 


u 


F  24185 

a\nesli:y. 

9/-  each 
Square  tube;  Projection,  lOins. ;  Back  Plate,  5|  x  3ins. 


K<  am-: 
1/6th 

Full  sr/.i 


.,-' 


F  24189 

HOTHAM. 

11/-  each 
Projection,  9|ins.  ;  Back  Plate,  4ms 


F  24195 

AMHERST, 
1  0/6  each 

I  'n  ijei  I B*in       Ba<     1 1  i 


F  24191 

WINDSOR. 
6/6  each 

'  oje  In. mi    lOin- 
Back  Plate,  5J  x  3ins. 


F  24197 

BORSFORTH, 

11/6  each 

Projection,  9m-     Bat  I.  Plate,  4J  x  3Mns 


F  24187 

HARLECH. 
9/6  each 

Projection,  8Jins.  ;   Back  Plate,  43  X  4ins. 


F  24193 
LISLE. 

1  1  /6  each 
Projection,  9ins.  ;  Back  Plate,  4}  x  3ains. 


F  24199 
MANVERS, 
8/6  each 
tion,  Ll^ins. :  Bat  I.  Plate,  5ins. 


Scale 
1/6th 

FUIX  SIZE. 


795  (F) 

BRACKETS. 

POLISHED    BRASS. 

Prices    do    not    include    Lamps. 

LiA.MPHOL.DERS,      OR      SHADES. 


-n 


F  24205 

GRAVESEND. 

9,  6  each 

Projection,  lOiins  ;  Back  Plate.  4iins. 


F  24207 

BENTLEY. 

10/6  each 

Projection,  lOins.  ;  Back  Plate.  3i  x  8fins 


F  24209 
OT'EIJIVSKY. 

12/6  each 
Projection,  lOins.  ;  Back  Plate.  3J   ■    7Ains 


F  24213 

HIGHGATE. 

12/-  each 
Projection.  KUins.  ;  Back  Plate.  4ins. 


F  24211 

HARAVOOD. 

11/6  each 

Projection,  lljins.  :  Back  Plate,  3J  x  8ins. 


7   '   ^% 


F  24215 

PERSLMMOX. 

1  8/-  each 

Shade  Ornament.  1/6  each  extra. 

Projection.  lOins.  ;  Back  Plate,  3Jins. 


(F)  796 

BRACKETS. 

POLISHED    BRASS. 

Pricks    i><>    >'<  >T     include     Lamps, 

I.AMI'IIOl.lllCRS      OK      Sll.M)i:s. 


A 


V 


A 


St  JAX.E 

1/6th 

Fn.i,  Size. 


F  24217 

IIOMTON. 

1  6/-  each 

Proji  i  tion,  9ins.  ;  Back  Plate,  6|  x  3l|ins. 


F  24221 

HELMSLEY. 
20/-  each 
pction,  9ii  -      Back  Plate,  I3ins. 


F  24225 

GKANTLEY. 

I  Light       ...  ...  1  9/6  each 

LiRht      ...  35/-      „ 

Projei  ii""  9*in       Bai  k  Plate  b;  ,   3|in 


F  24219 

ALSAGAB. 

15  -  each 
Projei  tion,  12ins,  ,  Bai  k  Plate,  3^iris.  square. 


F  24223 

IIKHDKX. 

1  6/-  each 

P  oje  tion.  lHins.  ;  Back  Plate,  7  x  5iin-. 


$T*\ 


F  24227 
IIOTIII-IICI.I). 

l-Lighl  1  5/-  each 

2  I  igh!  30/-     .. 

Projei  i 1",".'       Bai  I    Plati    9f    ■  2Jins 

Shade  I  Irnaments,  4/-  each  extra. 


!-i<   ALII 

1/6th 

Fill    Size. 


797  (F) 

BRACKETS. 

POUSHED    .VXD    ANTIQUE    1SU.VSK. 


Piik  i:s     DO     NOT    iMi.nnc    Lamps. 
J.AMi'iioi.itKus    or    Shades. 


F  24229 
WTTXEY. 

17  6  each 
Projection,  9ins. 
Back  Plan-.  2§ins. 


F     24230 

FOUDIXG. 
l-Light  ...  19/6  each 

2-Light 27/6    „ 

Projection,  9ins. :  Back  Plate, 
10»,ins. 


F     24231 

PENRHYN, 

l-Light  1  6/-  each 

2-Light         24/-      „ 

Projection,  12ins. ;  Back  Plate,  12§ins. 


F     24233 
HYDE. 

l-Light  21  /-  each 

2-Light  ...       32  6     .. 

Projection,  lOJins. ;  Back  Plate.  lOsins. 


F     24235 

XAIHN. 

26/-  each 

Antique  Brass. 

Projection.  9ins. ;   Back  Plate.  8  x  4|ins. 


F     24234 

PATELEY. 

30/-  each 

Real  Bronze. 

Projection,  9ins.  :       Back  Plate.  5J  X  4Jins>. 


(F)  798 

BRACKETS. 

VARIOUS    FINISHES. 

Prices  do  not  include  Lamps 
LAMriioi.niciis  or  Shades. 


scale 
1/6th 
Fi  i.i.  Size 


F  24245 

HARTLEPOOL 

Antique  Brass. 
Projections.  8ins.  12ins.  16ins. 

Bracket  only,  1  5/.       20/-        30/-  each 
Hack  Plate.  8|  X  2Jins. 

F  24246 

Lantern  only,  45/-  each 


F  24247 

WHrrWORTH, 

Rii  h  Cilt  Color  Brass. 
Bracket  only.  35/.   each 
Lantern  only,  *|  5/-      ,, 

Projection.  8inv  :     Back  Plate.  5  x  6ins. 


.JJj*, 


0 


F  24249 

URMSTON. 

Antique  Brass. 
Bracket  only,  1 -Light  18/-  each 

2-Light     ..     28/-     „ 

I  .iiii.ru  only,  7/6  each. 
Projection,  8ms.  ;     Back  Plate,  9ms 


F  24248 

LYTHAM, 

Real  Bronze  Color. 

28  6  each 

Projection  lUmv  ;    Back  Plate.  4J  x  3Jins 


F  24253 

1SKITII. 

(  ixidized  '  )oppei 
I'i.m  kel  only,   19/6  each 
Lantern  only,  1  5/_ 

I  'n  ijei  1 'Jin.   ,     I'm.  k  IM.iir  (.,111- 


GI.ASSIiH     1'IIU     Mllivi;     CAN     BE     OPALESCENT,    SATIN     FINISH,    OR     CLEAR. 


Scale 

1    6th 

Fru.    Size. 


799  (Fj 

BRACKETS. 

VARIOUS    FINISHES. 

Prices  i»>  NOT  include  Lamps 
Lamphoij)er8    oh    Shades. 


F  24255 
SIIII.1H»". 

Rich  Gilt  Color  Brass. 

25  -   each 

Projection.  10ms.  ;  Back  Plate,  llins. 

S  ade  extra. 


F  24259 

I.KISTOX. 

Ormolu. 

40/-  each 

Projection.  7ins.  ;  Back  Plate,  llins. 

Silk  Ribbon  Fringe  can  be  any  color. 


F  24260 
THAME. 

Rich  Gilt  Color  Brass. 
42/6  each 
Projei  tion,  8$ins  :  Back  Plate,  9 
Shade  extra 


F  24257 

SOHAM. 

Rich  Gilt  Color  Brass. 

37/6  each 

Projection,  llins.;  Back  Plate,  lOins. 

Shade  extra 


F  24261 

FRATTON. 

Ormolu. 

30/-  each 
Projection.  8ms. ;  Back  Plate,  10ms. 
Silk  Ribbon  Fringe  can  be  any  color. 


(F)  800 

BRACKETS. 

VARIOl'S    FETISHES. 
Prices    im>     NOT     ixci.ini:    I. ami 

[iAMPHOLDERS     OK      SHA1HX 


SC  ALli 

1  '6th 

Fl  i.i.  SIZE, 


F  24263 

GALASHIELS. 

Polished  Brass 
Brai  kel  only,  25/-   each 

I  'n  jet  t 12ins. 

Back  Plate,  4j  x  3Jins 


22  6  each 


«**! 


F  24266 

DAMrLEY, 

Ormolu. 

60  -   each. 

Gallery   and    Cascade    Pendant,   16/- extra 

Projection.  8iins. 

Back  Plate,  12  x  6ins. 


Am 


F  24264 

SEAFORS, 

Rich  Gilt    Color  Brass. 

1-Light  42  6   each 

2-Light  57/6 

Projection,  9hiu> 
Back   Plate,  81  X  4ms. 


Projection    3Ain 

II ,   5,'ins. 


Projection,  4Ains. 

I'.. i,  k    1  '[.it.-.  4t,rns 


Sc-.vi.i-: 
1/6th 

Vl  I.I.     Sizi:. 


sin   iFi 


kuacivkts. 


VAUIOI'S    FIXISIIKS. 


Prices    i»<>    not    include    Lamps, 
Lampholdbrs,    Shades     <>k    Candles. 


F  24275 

ELEADCOSX. 

Polished  Brass. 
1-Light  27  6  each 

2-Light  35/- 

Projection,  llins.  :  Back  Plate,  10m* 


F  24281 
(JltlXSTlC.VD. 

Antique  Brass. 
l-Light  30/-  each 

Projection,  llins.;  Back  Plate,  5^ins 


F  24279 
<  < >"\vi:s. 

Antique  Brass. 
1-Light  35/-  each 

Projection,  12ins. ;  Back  Plate,  5Ains. 


F  24276 

TRIXG. 

Real  Bronze  '  'olor 
42/6  each 
Projection.  lOins,  ;   Back  Plate.  5: 


F  24283 

DOVCiLAS. 

Polished  Brass. 
1-Light  40/-  each 

2-Light  50/-      ,. 

Projection,  10ms. :  Back  Plat.-.  12in>. 


F)  802 

BRACKETS. 

POLISHED    BRASS. 

Prices    do    XOT     include    Lamps 
Lampholders    or    Shades. 


Scale 
1/6th 

Full    Size. 


F     24285 

m:i.son. 


2-Light 
3-Light 


5/6  each 
8/-     „ 


F  24286 

DAVEXTKY. 

2-Light  7  -  each 

Projection.  12ins. ;  Back  Plate,  3£ins. 


Projection  8|ins. ;  Back  Plate  3£ins, 


3XL 


i 


r",J 


F  24287 

ROMSEY. 

10/6  each 

15- 

Projection.  llins.  ;   Back  Plate.  4ins.  diameter. 


F  25288 
HOWE. 

8/9  each 
Projection.  9ms.  ;   Back  Plate.  3Jins. 


F  24289 
STANLEY. 

1  5/-  each 
•  i  in,  8m«.  ;   Back  Plate  3m-- 


1 


1/6th 

Fvl.l.  SIZE. 


F  24291 

HAVEKHILL 

Rich  Gilt  Color  Brass. 

l-Light        1 2/6  each 

2-Light  25'-        ., 

Projection,  8*ins.  ;  Back  Plate.  3*ins. 


.. 


F  24294 

OUNDLK 

Rich  Gilt   Colot  Brass. 
i  I  ight  11/6  each 

2-Light  20/-      „ 

Projection,  9ins.  :   Back  Plate.  3>.in-. 


F  24290 
RIPLEY. 

Rich  Gilt  Color  Brass. 
l-Light        ...  7/6  each 

2-Light  17/6     ,. 

Projection,  6ins.  ;  Back  Plate,  6  X  ljliins. 


^J 


F  24292 

FAVERSHAM. 

Polished       Oxidized 
Brass.  Brass. 

l-Light  11/.        1 2/6  each 

2-Light  15/.         17/.      „ 

Projection,  6Ains. :  Back  Plate.  6  X  lgins. 


F  24295 
NORTON. 

Polished 

Brass 

12- 


Antique 
Brass. 


l-Light  12'-        13/6  each 

2-Light  24/-        26/6     „ 

Projection.  7ins.  ;   Back  Plate,  9k  X  2sm~ 


803  (F) 

1  {RACKETS. 

VARIOUS      FINISHES. 

pbice9    1»>    not    include    i.ami's 
Lampholders    ob    Shades. 


4 


F  24293 
HENLEY. 

Rich  Gilt  Color  Brass 
l-Light  12/6  each 

2-Light        ...  22/6      .. 

Projection.  9ms,  ;   Back  Plate,  6  X  lgins. 


l-Light 
2-Light 


F  24296 

OTLEY. 

<  ixidized 
(."upper. 

...       1 2/6 
186 


Oxidized 

Silver. 

1  5/-  each 
22  6  „ 


Projection,  7ins. ;  Back  Plate.  4$  -   3|ins. 


(F)  804 

BRACKETS. 

POLISHED     Uli.VSS. 

Prices     i»i     not    include    Lamps, 
Lampholders    ok     Shades. 


F  24299 

SALTASH, 
2-Light       ...  30/-  each 

3-Light  40'-      „ 

Projection,  15§i  I '1. it--.  Gins,  diameter. 


} 


F  24297 

liuKiiiorsi:. 

2-Light       ...  20/-  each 

p  10  Back  Plate,  4ins.  diameter. 


V 


Scale 

1/6th 

FUJTJ.  Sizi 


F  24298 
C.VI.XK. 

2-Light  13/6  each 

l'      i  lion,  Wins. ;  Back  Plate,  3|ins.  diameter. 


F  24300 

RAWTEX, 

RealjBn  inze  <  <  ill  ir. 


1-Light 
2-Light 


22  6  each 
35  -     „ 


Projection,  5ins. ;  Back  Plate,  9  X  4—- 


L 


F  24301 

CUOWI.AM). 

1  5  -  each 

25/-    „ 
p  7*ins     Back  Plate  6  x2ijins. 


* 


F  24303 
II.VMII.TON. 

i  i  ighi  .  .  30  -  each 

3  Light       ...  40  -     .. 

Proji  6  Back  Plate,  6 


805  (F) 


1/6th 

Fri.i.  Sizi:. 


BRACKETS. 

VARIOUS    KINISIIKK. 

pkices    iii!    not    include     i. ami 
Lampholders    <  »k    Shades. 


F  24305 
BLANTYEE 

Polished  Brass. 

20/-   each 
Projection.  9ins   ;     Back  Plate.  8ins. 


F  24308 

SUDBURY. 

Rich  Gilt  Color  Brass 

2-Light        ...  48/-  each 

Projection,  6$ins.  ;     Back  Plate.  9    ■    5ms. 


£A 


F  24307 

GILLINGHAM. 

Polished  Brass, 
2-Light  17/6  each 

3-I.ight  24/- 

Projection.  10ms.  :     Back  Plate,  *Jins. 


F  2431 O 

HOUXSKA. 

Polished  Brass. 
2-Light  50/-  each 

Projection.  7Ams.  ;      Back  Plate.  12  X  3ins. 


F  24313 

DAUBEINEY, 

Polished  Brass. 
2-Light       ...  ...       25/-  each 

3-Light  32/6     .. 

Projectii.ii   7§ins.       Bai  I    Plate,  4$ins. 


(F)  806 

BRACKETS. 

VARIOUS    FINISHES. 

Pricks      do      NOT     include      Lamps, 
Lampholders,    Shades    or    Caxdi.ks. 


w<  .U.E 

1    6th 

Fru,  Size 


F  24316 

LYMM. 

Real  Bronze  Color. 
2Light  50-each 

i '     i  ction,  BSins,      Back  Plat--.  16   ■    ; 


F  24317 

RADSTOCK. 

Polished  Brass. 
Z-Light  40/-  each 

3-Light  52/6   .. 

Projection.  12iins.  ;     Back  Plate.  4        lins 


F  24319 

FAREHAM. 

Antique  Brass. 
2-Lighi  75/.  each 

105/-    .. 

Projection,  14ms, ;  i 


F  24321 

FARINGDOX. 

Antique  !'•  ass 
2  l  ighi  95'-  each 

120/-     ,. 

Projecl  L4J  I  Plate,  6ms. 


807  (F) 


SCALE 

1/6th 

Ft  l.l.       Slzi:. 


BRACKETS. 

VAKIOIS    FEVISHES. 

Prices    i><>     not     include    Lamps. 
l&mpholder6     shades    ok    caxole    fitting! 


jL 


JKJL*. 


F     24323 
REVGWOOD, 

Antique  Brass. 

2-Light  21  /-each 

Projection,  4m* 
Back  Plate.  6 


F     24329 

SEUBERGH. 

1  ixidized   Copper. 
2-Li-lu  30/-  each 

3-Light  35/-     „ 

Shield,  9x6ins.  diameter. 
Projection,   4ins. 


F     24326 

HOLBEACa 

Rich  Gilt  Color. 
2-Light    ...  57, 6  each 

3-Light     67/6     ., 

Projection,  7iu>. 
Back  Plate,  12  ■  5*ins. 


HUKDIIURY. 

Hand  Polished  Brass. 

2-Light        ...  37/6  each 

Projection,  5ins. 

Spread,  7£ins. 

Back  Plate.  74x6iins. 


F     24331 

UTTOXETER. 

Antique  Brass. 
3-J  ight  ...       47/6  each 

Sh U1,  ■  Wins. 


(F)  SOS 

BRACKETS. 

VARIOTS    FINISHES. 

Prices  i><>   NOT  include   Lamps, 
La^ipholdkrs   or    Shades. 


F  24333 
DALTON. 

i  ir In.  with  Wedgw I  Pane] 

2-Light  50  -    each 

3-Light  60/- 

Spread,  12m-.  ;  Back  Plate,  15ins. 


F  24336 

>«VEXHOK 

Real  B ze  '  'oh  n 

2-L.niit  55,'-  each 

3-Lighl  65'-       „ 

I 'rojection,  5'ins. :  Spread,  11m-. 
Back  Plate,  17  x  *Jin 


Scale 
1/6th 

Fl  I.I.  SlZI 


F  24335 
OLXEY. 

Rich  Gilt  Color  Bra»s. 

2-Light  47/6  each 

3  Lighi  62/6 

i  irmolu  Finish. 

Spread,  lOins.     Back  Plate.  55ins. 


F  24339 

DELPH, 

Rich  Gill  I  '-'"I   Brass 
2  i  ighi  32/6  each 

3-Lighi  45/-      „ 

Projection,  lOins.  ;  Back  Plate,  4!in- 


SCAX.K 

1/6th 

Fill    sizi:. 


809  (F) 

BRACKETS. 

RICH    GILT    COLOR     11RASS. 

Prices    no    NOT    include:    Lamps, 
I.AMiir..i.r>r:i.-    on    Shades. 


F  24341 
R I  Til  I.N. 
90/-  each 

■     "     -      Spread,  9ins. ;  Back  Plate,  15in: 


If 

F     24343 

SUDELEY. 

2-Lishi                          30/-eaeh 

3-Lighl                         37/6  ., 

Projection.  12ins. ;  Bad   Plate,  9ins. 

I  >n  >ps,  2/6  each  extra. 

F     24345 
PETEESFIELD. 

65/-  each 
Spread,  14ms.;   Back  Plate.  4ins 


(F)  810 


BRACKETS. 

ORMOLU. 

PRICES      DO       NOT      INCLUDE      L.AMPI 
LAMI'HOLDERS      OB      SHADES. 


S<  ALE 

1/6th 

Fi  i.i.    Size. 


F  24347 
TRA<  V. 
37/6  each 

Spread.  9iu-.  .     Bai  k  Plate,  I3&ins. 


F  24352 

TARPOHLEY. 

2  Light  75,-  each 

r i  ■       I  Back  Plate  1 


F  24351 
WARBKCK. 

2-Light  65,-  eac? 

Spre  pi.  12ins    .     Hack  Plat.-,  17ins. 
Incln. 


<r-^- 


F  24349 

EGBRTOX. 
2-Light  60  -  each 

3-Light  72  6     .. 

Project ,9in~  .     Back  Plate,  10§in-. 


F  24354 

OSAVICSTKV. 
2-Light  60  -  each 

80  - 

(  -  npli  te  with  Lustre  Pendants  and  I  .alia 

■ a       Bai  i.  Plati    r.", 


811  (F) 


SCALE 
1     6th 

Fill  Size. 


1  JRA(  :kets. 

VAHIOUS    l'INISIIKS. 

Prices    do    not    incltoe    Lamps, 
Lampholders     oh    Candle   Fittings. 


F  24357 
WILLITOX. 

'  )rmolu. 

52/6  each 
70-        „ 
Spread,  lOJins  ;  Back  Plate,  llins, 


F  24363 
SYSTOIV. 

Ormolu,  Blue  Wedgwood  Panel. 

95  -  each 

-     i  ad,  Wins. :  Hack  Plate,  15 ' 


~w~ 


F  24361 

TREDEGAR. 

Natural  Bronze.  Electn  i  i  'late 
50/-  67/6  each 
67/6      90/-       „ 

Spread,  9ins. ;  Back  Plate,  I6iins 


-a^*J^m 


V 

F 

v.V 

24359 

ROTHWELL, 

Ormolu. 

3 

Light 

85  -     ea< 

h 

Si  iread,  9ms 

;   Back  Plan-  4iin- 

F  24365 

■VVAI.SOKKN'. 

Ormolu    Blue  Wedgv 1  Panel. 

90/-  eacli 
Spread    '  Bai  k  Plate,  20in^. 


(F)    812 

BRACKETS. 

POLISHED    BRASS. 

Prices    i>o    NOT    include    Lamps 
Lampholders    ob    Shades. 


Scale 

1/6th 

Pull  Size. 


F  24367 

CTOX. 

2-Light        ...  1 0/-  each 

3-Lighl  15/-    „ 

Projection,  lOins. 

I-.,,,  k  Plati     4ins,  diameter. 


F  24369 

PANGBOrENE. 
2-Light  11/6  each 

3-Light  16/-      .. 

Projection.  15ins. 
Hark  Plate,  4ins  diameter 


F  24370 

SHIPLEY. 

2-Light  30/-   each 

3-1  ighl  37/6     . 

projei  lion,  9}ins  ;  Hark  Plate,  Hins 


F  24373 

EPPING. 

2-Light  1  5/-  each 

3-Light  21/-      .. 

Projei  tiori   13ins  .    Bai  k  Plate  3iins 


F  24371 

STOKESLEY. 
2-Light  1  7/6  each 

3-Lighl  24/6 

Pn i 8}ins.  ,   Back  Plate,  4Jins. 

t  :ascade  Pendants  and  Gallery,  7'3  each  extra 


Scale 
1    6th 

Fn.i.    Sizi-: 


813  (F) 

BRACKETS. 

POLISHED    OK    SANDKI) 
FINISH     Itli.VSS. 


Prices      do      not      include      Lamps, 
vMi'iiipi.iiiius.    Shades    <>k    Cajvdl.es. 


F     24377 

BRASxMUS. 

Polished  Brass. 
2-Light  24/-   each 

3-Light  30/-     „ 

Spread.  8ins.  ;  Back  Plate,  12£ins. 


F     24379 

TOLLENS. 

Sanded  Brass. 

2-Light  35/-  each 

3  I  ight  45/-     „ 

Spread,  15m-  .  Back  Plate  15ms. 


F     24381 

JA.N'    STKKX. 

Sanded   Brass. 

3-Lighi  67/6   each 

Projecl f  Bracket,  lOins. ;  Spread  3-Li»ht 

Pendant,  16ms. ;  Back  Plate,  L4ins 


I      *, 


F     24383 

BILDEBOYK. 

Sanded  Bra— 

2-Light  47/6  each 

3-Light  60/-       „ 

Spread,  13ins.  ;  Back  Plate.  19ms. 


F     24385 

VAX    EYCK. 

Sanded  Brass. 

2-Light  SO  -   each 

3-Light  ...        60/-     „ 

Spread,  9ins. ;  Back  Plate,  20ins. 


(F)  814 

BRACKETS. 

ORMOLU, 

Prices    do    JiOT    include    Lamps 

LASirHOLBEBS     OR      SHADES. 


Scale 
1/6th 

Fill    Size. 


F     24389 

LAMBETH. 
2-Light  60/-  each 

4-Light  75/-      ,, 

Spread.  14ms.  .    Back  Plate.  16  ■  lOins. 


F    24391 

ROCH. 

230  -  each 

This  Bracket  matches  Electrolier 

F     25933 

l  'rejection  I6ms. 
Bai  k   Plate,  21  X  6ins. 


F     24393 
RTJRO. 

i-Light  1  90/ -  each 

This  Bracket  matches  Electrolier 

F     25941 

Projection,  13Jins.  ;    Back  Plate. 
18ms. 


815   (F) 

BRACKETS. 


ou.Moi.r, 


•rices    i»>    not     ixcu'iii-)    Lamps 
Lampholders    ok    Shades. 


F     24395 

WMSLOW, 

Rii  h  i  '.ih  i  oloi  Brass 
3-Lighl  140/-each 

5-Light  180/-      ,, 

Bpn  ad  over  all,  31ms. 
Height  over  all,  36ins. 


F     24397 

SEALG. 

Rich  Gilt  Color  Brass 
2-Light  70/-  each 

3-Light  95/-      ,, 

Spread  o\'er  all,  20in£ 
Height  over  all   20ms 


(F)  816 

BRACKETS. 

OEMOI.V. 

FRENCH    (Loris    XV). 

Prices    do    NOT    include    Lamps 

L.uiraoi.iiKKS    <>u    Shades. 


F  24405 
BORDEAUX. 

1  5/-  each 

Bark  Plate,  ICiiw. 


S<  :al.e 
1/6th 

Fri.i.  Size. 


F  24407 

NANTES. 

1  3/6  earhj 

Back  Plate,  3|ins.  diameter. 


F  24413 
LILX.E. 

1-Light  1  6>   each 

2-Light  21/-     ,, 

Back  Plate,  13iins. 


L 


1-Light 

2-Light 


F  24409 

ZOLA. 

1-Light  25/-  each 

2-Light  37/6  ,. 

Spread,  8ins.  ;  Back  Plate,  13ms. 


All    The    Above    Are    Stocked    In    Pairs 

THE     ABOVE     BRACKETS     CAN     BE  [RlCHLV  ■  CHASED     IN.,Ul.AI.     I- 


F  24415 

MOXTAUBAN. 
62/6  each 

Back  Plate,  6J  X   4m-, 

Prices    upon   appucation. 


!-.<  .VI. i: 

1,6th 

Full    j*izi 


-17  (F) 

BRACKETS. 

FRENCH      (LOUIS    XV). 

Prices  ih>  not  include  Lamps, 

[iAMPHOLDESS,  OB     C.VMII.i:     FlTTINCS. 


F    24424 
II  A.  VI- 

2-LiKht       ...       65/-  each 

Spread.  6ins. 

Back  Plate,  12Jins. 


All  the  above  are  stocked  in   Pairs,  and  are 

finished  in  Gold  or  Old  Gold    as  desired. 


F     24421 

MOYTPEIXIER, 

45/-  each 
Back  Plate.  Hins. 


-M.i.    Tin 


above   Brackets   can   be   Richlt   Chased   in   Real   Gilt.      Prices    upon   application. 


(F)  818 

BRACKETS. 

ORMOLU. 

FRENCH    (Lons    XVI). 

Trices    no    Not    iw  u  be    Lamps, 
Lampholders.    Shades    oh     Candle    rrnivc.s. 


16th 

FILL    SIZE 


F  24427 

CHANTIliY. 

32,6  each 

Spread.  9ins.  ;  Back  Plate,  15m 


9 


F  24431 
BREST. 

22,6  each 

5ins.  .    Bark  Plate.  13ins. 


F  24429 

MOXTMAKTRK. 
2-Light  50  .  each 

3-'  'ght  60  -     .. 

Spread  9ins.  ;  Bai  I,  Plate,  12m>, 


F  24433 

BOULOGNE. 

2  i  ight       ...  25/-   each 

Spread,  7ms.  ;  Bark  Plate,  15m*. 

ALL     THE     ABOVE     BRACKETS     CAN     HE     RICHLY     CHASED     !>,      REAL     GILT, 


F  24435 

BONFLBUa 
2  light  24/-  each 

Spread,  5|ins.  ;  Back  Plate,  13m-. 
'RICES     UPON     APPLICATION. 


Ki  :ale 

1    6  tli 

Full  Size. 


819  (F) 

BRACKETS. 

ORMOLU. 

FRENCH    (Ldris    XVI). 

Prices  i><>  NOT  include  Lamps 

LiAMPHOLDERS    oit     SlI.VDKS. 


F   24437 
CALAIS. 

2-l-'Kht  21/-  each 

Spread,  6$ins.  :   Back  Plate,  15ins. 


F  24439 

DIEPPE. 

2-Light  42/6  each 

Spread,  8ins. ;    Back  Plate,  15Ains 


F  24441 

LIMOGES. 
2L'sM       35/.  eaeii 

Spread,  SHns.  ;  Back  Plate,  21ms. 


2-Light 


F  24443 
BIAKKITZ. 

45/-   each 
Spread,  lOins. 


F  24445 
RENNES. 

35  -    each 
Projection,  5ms.  ;  Back  Plate.  lOins, 


■rin:    above    Ukackets   can    be    lilt  ni.v    Chased    in    Real   Gilt.      Prices    upon   application. 


(F,  820 

BRACKETS. 

OKMOLT. 

FUEXCII    (LOIIS    XVI). 

Prices    i»>    not    iscudk    Lamps, 

]..VMriloI.lli:i!S.      SHADES      OR     C.VNULE     FITTINGS. 


Scale 

1  6th 

Fi  i.i.  Size. 


F    24447 

AMIKXS. 
2-Light  45  -    each 

3-Light  60/-      „ 

Spread,  llins.  ;  Back  Plate.  12ins 


Vifet/T-^ 


■ 


x 


/W 


F  24449 

FLAMME 

2-Light  47/6  each 

Spread,  5ms.  :     Back  Plate.  12ins. 

Torch  Glasses  included. 


F  24451 

LUXEMBOURG. 

2-Light  48/-  each 

3-Light  60/-      „ 

Spread.  Bins.  ;     Back  Plate,  16    - 


•  7 

F  24455 

TOI'LOISK. 

2-Light         .  ..        60/-  each 

Spread,  7Jins       Back  Plate,  18ins. 


F  24453 
TRIAJVCXN. 

2-Light       ..        ••        50'-  each 

l-Lighl        65/-     -, 

:    ck  Plate.  16in:- 
.M.I.    Till:     ABOVE     BRACKETS     C 


AN     BE     UIC1II.V     CHASE1 


F  24457 

STAl'l'OKl). 
2-LighI  72  6  each 

3-Lighl  95/-      „ 

Spread,  lO.ii-   ;    Back  Plate.  20' 

>     IN      1!i:AI.     CiH.T.         PRICKS     I  l"ON     Al'l'I.ICATION. 


S21   (F) 


1/6th 

Fi  i.i.    Size 


BRACKETS. 

ORMOLU. 

FRENCH    (LOUIS     XVI). 

Prices    do    not    include    Lamps, 
(iamfholders    <>k    candle    fittings 


Spread,  8£ins. ;  Back  Plate,  17Jins 


F     24465 

HYEKES. 

3-I.ight         ...  1 60/-  each 

Spread,  13in-.  ;    Back  Plate,  27ins. 


F     24463 

LAVAL. 
2-Light  80/-  each 

2-Light  95/-     „ 

Spread.  7*itlS..  .    Back  Plate,  26in>. 


ALL    Tin:     AIH.Vi:     BRACKETS     CAN     1SE    RlCHIA     CHASED     IN     REAL     GILT.        PRICES     EPOS     APPLICATION. 


(F)  822 

BRACKETS. 

WROUGHT    IRON. 

Prices    i><>    not    include    Lamps, 
Lamfholders    or    Shades. 


!S<   ALE 

1/6th 

I-'i  i.i.  Size. 


F  24501 

PAKADOX. 

3  9  each 

Projection,  lOiins. :  Back  Plate.  2Jm~- 


F  24505 

DOXOVAX. 

5  3  each 

Projection.  10in>.  :    Back  Plate.  3Jm~. 


F  24509 

VOLPOXE. 
7 '6  each 

Projection.  9ms.  ;  Back  Plate,  7ins 


F 2451 3 

OR.MKMS, 

7/-   each 
Projectio     9ins      Bad    Plate,  Bins. 


F  24517 
GAVEIJLO. 

10-  each 
Projection.  9ins. 
Back  P 


t 


A 
T, 


•      . 


F  24521 
IGRAJO'JE. 

1  5  -  each 
on,  9  Plati 


F  24511 

biggAjreatj 

7/9  each 

Projection  9m>. 

Bai  I.  Plate  *Jins 


F  24519 

ASPEXDALE. 

16/-  each 

Projection.  6&ins. :  Back  Plate.  7ins. 


(3 


F  24527 

(il.ASSMEHK. 
i  I  ight  10-  each 

2-Lighl  136     .. 

Piop.    1  3  eai      extra 
tion,  Sins  .   Back  Plate,  loins. 


The  fittmirs  illustrated  above  can  be  supplied  in  Armorite  at  20",,  extra  on  prices  quoted. 


823  (F) 


1   6th    &   1  8th 
l-'ri-i.  Size. 


F  24539 

I.IS1UUN. 

27  6  each 
Projection,  lOins, 
Back  Plate.  lOins. 


BRACKETS. 

WROUGHT  IRON. 

FOR      PORCHES,     GATEWAYS, 

Prices   do    NOT    include 

Lamps  oh   Lampholdgrs. 


F  24537 

CROMWELL 

77  6  each 

Projection.  20in^ 

Back  Plate.  20ms. 


F  24541 

DANE 

70/-  each 
I'r,  ije<  in  iii   I2ins. ;    Bai  !    I  'late,  20im. 


PRICES 

INCLUDE 

l.ANTlil!\> 


F  24543 

rHURLES. 
22/6  each 

Projection.  12ins. 
I'm,  I;  Plate,  4iins. 


CLEAR     OR     OFALESCEyr     GLASSES. 


(F)     824 

BRACKETS 

WROUGHT    IKON. 
FOR     OUTSIDE     I  !SK. 


Prices    i>o    NOT    in-<-i.ii»k 
LAMPS     <)]{     Lampholders. 


SCALE 

1/8th 


F  24549 

SAXON, 
62  -  each 

1 '  i  ijei  tit  m,  24ins 


F  24550 

NORMAN. 

I 

1  65/-  each 

Projection,  25ins. ;  Back  Plate,  20ins, 

CLKAK     OK     MUFFLED     (it.ASS. 


w<  .vi.i: 
Various. 


825   (F) 

BRACKETS. 

WROUGHT    IKON. 

<  MTlMMIli     l'ATTl'.KNS. 

Prices  •«•  NOT  ix<  1.1  de 
Lamps  <>k  Ij.\MPii()u>Kit.s, 


Afc^lj 


F  24551 
WIOXKS. 

With  Cast  Iron  Watertight  Fitting 

55/-  each 

36in.  Projection. 


Bracket  only,  36in 

..   '     42n. 
48in. 

ljin.  Barrel 

1  24th    Ft 


28/ 
30/ 
32/ 


F  24548 
SAXTBTJRN. 
22/6  each 
Willi    F  22155   I 
Bracket.  24m    I  'ri  ijecttoi 

Bracket  only  8/-  each 

Scale    1/8th    Fill    Size. 


4* 


\ 


/ 


F  24553 

PRESTON. 
1  O/-  complete 

Projection.  I8m- 

only,  12in    -.-in   Iron  Barrel 

..      15in  "    .. 

..      18in.      .. 

24ni 

I      gerSi  -   Barrel  at  slight  increase  of  Price 

Scale  t  6th  Fi  i.i.  Size. 


2/6  - 
2'10 

3/2 
3/9 


F  24554 
BROMSGROVE 

T/'-  each 

12in.  Enamelled  Iron  Shade,  Special  Screwed  Globi 
and  Carrier,  and  9  *  s- mi   Iron  Bracket. 

Bracket  only,     9  *g-in.  1/9  each 

12xg-m  2/- 

15x|-in.  2'3 

18x|-in  2/6 

Scale    1/6th    Ft  1.1,  Size. 


{( 

\. 

F  24555 

WALSALL 

6/-  each 

loin.  Enamelled  Iron  Reflei  tor, 
6in.  Clear  Globe,  and  9>  g  ii 

Iron  Barrel  Bracket 

Bracket  onlv.     9x|-in. 

.,    "     12xl-in. 

15x|-in. 

18xg-in 

1/9  eac 
2/ 
2/3 
2/6 

F  24556 

IH  DDKRSFIHI. 

I>. 

37/6  complete 

Projection,  24u- 

Ci  ack<  I  on! 

.  18ui,  ^-in.  Iron  Barrel 
24m.     .. 
30m.     .. 

1  0/6  each 
1  2/6 

15/- 

Scale    1/8th     Ft  1.1.    Size. 


Scam    1/sth     I'n.i.    Size. 


Fl   826 


CEILITSTG      FIXTURES. 

POLISIIKD     ItliASS,    COPPKR,    A\D     IKON. 

Pun  i:s    i>o    .NOT    inch  tie    Lamps, 
F,ami'Ho:.ih:iis     oii     Siiaih:s. 


*<  ai.i: 
1  6th 

K"  II.  Sr/r;. 


)    v. 


{■ 


F   25021 

F   25023 

F   25025 

F   25027 

F    25029 

PHLOX. 

m:<;<  >ma. 

TII.II'. 

<  win   I*. 

IT5HX. 

2/3   each 

2/3  each 

2/8   each 

2/9    each 

5/-    each 

Rich  Gill   i  oloi 
Brass. 

Polished  Brass. 

I1,  ilishecl  Copper. 

Polished  ' '.  ipper  and 
Br; 

'  irniolu. 

r 


r^ 


v^ 


F  25031 
feati-ierfew. 

3/6   each 

Kii  ii  I  '.ill  ir  Bras' 


F  25033 

MARIGOLD. 
3'6   each 

Polish.  .I   Brass. 


F  25035 
(ANNA. 

3/_  each 
Rich  i  .ill  I  nloi  Brass 


F  25037 

KENSINGTON. 

Polished  Brass,    3/6  each 
Copper,  4 '_      9i 

V\   a      'i   I 3/. 

Ai itr  3,6    „ 


F  25039 
DAFFODIL 

2  9  each 

Polished  Brass 


T 


^ 


F  25051 
AKC.M. 

4/6    each 
Po ■(!   Brass. 


' 


..— 


F   25053 

SNAP      DRAGON, 

2  6    each 

Polish,  i1   Brass 


F   25057 
.TONQFIL. 

2  -  eai  Ii 
P         ed  Bra 


j 

7    \ 

•    -    ' 


F  25059 

ult'EBELL. 
5  6  each 

Poli;.!  ,  [I  Brass 


wc.vi.i: 
1/6th 

Fi  l.l.  Si/.i:, 


827  (F) 


CEILING    FIXTURES. 


I'oi.isiinn    ukass. 


1»im<  i:s     no    NOT    im  i.i  in:    Lamp: 
Lampuolders    or    >iii.vin-:s. 


F  25065 

ROSK 

Polished  Brass,  g/_  each 


^ 


F  25066 

PEOXY. 

Polished  Brass 
'l-:~l'<  3/3  each 

4/- 
Spread,  9ins. 


F   25069 
FOXGLOVE. 

Polished  Brass. 
22  6  each 


F  25070 

ODIIIAM. 

Pol  ished    i      - 

2-Light 

5  -  eac! 

3-Light 

6/-    „ 

■    !     I 

I,   I2in> 

7-    „ 

F  25072 

RIBBON. 

Rich  Gilt  l  -I'M 
Brass. 

1  7  6  each 


F  25075 

1 

5ASTCHEAP. 

Polished  Brass 

2-Ligl  ' 

10/-    each 

3-Light 

12/6 

4- Light 

15-      . 

5-Light 

1  8/6 

Spread    12in*. 

r^\z2r. 


! 


** 


> 


-v 

1 

J 

ts/ 

F  25077 

F  25073 

F  25079 

GADFLY. 

UILBORODGH. 

(   IIANCHLLOK. 

Polished  Brass 

l-Lighl 

6,6  each 

3-Light                                   7/3  each 

3-Light                               20  -  each 

:  Bins 

Spread  3nw 

5-Light                                 23  6    „ 

(F)  828 


CEILI1NG  FIXTURES. 

POLISHED    BRASS,    COPPER,    AMI    IRON'. 

PllICBS      1><>      NOT      INCLUDE      LAMPS 
OR       I,AMl'lK>I.I>i:iI*. 


Scale 
1  /6th 

Flu.  Size. 


'I 


i 

F  25085 
MAYFAIR. 

3-Light,  Wrought  Iron     ...    21/-  each 


3-Light,  Polished  Bras 


25/- 


2-I.ight 
3-I.ight 
4  I  ighl 
5-Lighl 


F  25087 
MOSQUITO. 


Polislv  d  I' 


37  6  each 

40 ,'-  ., 
42  6  .. 
45-     ,. 


F  25089 

T.VNTAI.rS. 

Polished  Bra 

-  or  'upper. 

1-Light,  Bin  diameter 

14/- 

3-Light,  14in.  diametei 

36/- 

j.]    -    i   I8in  diametei 

50/- 

Diametei .  16  im  lies 


F  25094 
DRAGON    FI.V. 

12in.  16in. 

3-I.ight  15/-        1 9/- each 

4  Lighl  17  -         21/-     „ 

19-       23/-     ,. 
Prismatic  Reflei  toi  foi  I'  '  '.  Lamps 


F  25096  1S " 

F  25097  15,Ll'  ■■  6l  '-■'" 
F  25098  l8"'  -  4-'  '-' 
F  25099  lEiri       6  LiBh' 

Polished  Brass  I-'.1'  «-ith  \\  i 
Keflectoi 
S    i     id  i-in.  in 


1  O  -  each 
126 
126 
15  - 

tc  I  ii. eel 


18ins. 
24/-  each 
26/6   „ 
28/6   ,. 

-  Shadi 


829  (F) 


1'6th 

Fi  1. 1.    Sizi:, 


cmi.ixc;    fixtitu]<:s. 


VAifiors   i'i.nisiii-:s. 

Pricks    i>o     NOT    inch  in:    Lamps, 
Lampholdebs    <>ij    Shades. 


F     251 07 

TECK. 

Polished  Brass  and  Copper. 

-  Light         39/.  each 

3-1  ighl  42/-      ,, 

48/- 

Diameter,  15ms. 


F     25105 

CAMPAXIA. 

Wrought  Polished 

Iron  Brass. 

3  Light      ...  23 '6         29/-  each 

5-Light      32  6  39/-      ,, 

Spread    14ins. 


' 


F     251 09 
CELTIC. 

I  '<  ilished  Brass 

?ht        32  6  each 

4-Light        40/-      ,, 

'-'  l  'ghl  47 '6    ,, 

Spread,  14ms. 


f 


1 


■IT 


n 

3 


r 


F     25111 

WALXIER. 

Rii  h  Gill   Color  Brass. 

...       24/-  each 

3-Light         32/-       ,, 

4-Light        40/-      ,, 

5-Light        50/-      ,, 

Cast  Husk*.  2/6  each  extra. 
Spread,  I5in-. 


(Fl  830 


CEILIIVG    FIXTrUKS. 


S<  ALU 

1/6th 

Fll.l.  Sl/.i: 


F  25121 

l'oNTVi'uini). 

Polisl  ed  I'.i.i-- 
3  Lighl  35 

5-I.ight  50 

Spread,  22 1  ins. 


F  25123 
MILVKRT03V. 

\\ ghl  Iro: I  I  'oppi  i    t  O  6  ea 

Polished  Brass      15  - 

Spread    9ins 
Prices    include  Tulip- 


F  25125 
IVYHlillMiK. 

.uglil  Iron  and  Copper,  -J  7/6  each 

Polish (rass  25  -      „ 

Spn  ad    9 
Prices  include    I'ulips 


. 


F  25127 

Wl'lTON. 

Wrought  Iron,     i  ixi 

■ 

3  Lighl 

35/- 

52  -  eai  I 

4  Light 

45/- 

67  - 

5-Lighl 

55;- 

82  -     .. 

\,  ,    .,....■  i    v    i  .it  bottom    an    illustration    can  tv 
added  il  required. 


1/6th 

Fi  l,l.  Sir.!-:. 


831  (F) 

CEILING   FIXTURES. 


i>oi.i>kiii:i>    ItR.VSS. 


Pijmks     DO     NOT    [\ci,i  i»i:    1,a\iis. 
l,A-Ml'Hin.l)l:i:s     <>i:     Siiaiics. 


F  25131 
C'.VSIIKI.. 

Polished  Brass 
3-Light  25  -  each 

6  Lighl  30/-    „ 

Spread  II 'm i i - 


\ 


F  25137 
C.VIIKli. 

Polished  Brass 
2-Lighi  30  .  each 

3-Lighl  40  . 

Spread   10m- 


1 


g^ 


■v  U 


F  25147 

SANDM'ICII. 
Polished  Brass 

25/-  each 
l-Lighl  30/-    „ 

4-Lighi  35/-     „ 

5-Light  40/-    „ 

Spr,  ad.  I5ins. 


(F)  83'2 


CEILING   FIXTURES. 

OXIDIZED    COPPER    AM)    COINAGE    BRONZE    COIX)H. 

Prices    i><>    not    include   Lami's. 
Lampholdkks    or    Shades. 


>*<  .\r,i: 
1/6th 

Flu.  Sizi: 


-~'    - 


F  25151 
NEWRY. 

<  ixidized  Copper. 

6-Light  1  60  -   oacili 

Spread  26in^. 


F  25153 

l'.<   KINGTON. 

,     i  .      ,    i  i  >i,  .[ 

i  120-  cmcIi 

Spread,  Mm- 


■*' 


SCALTC 

1/6th 

Fi  i,i.    Sizi:. 


833  (F) 


CEILING    FIXTURES. 

POLISHED    AND    RICH    Cill/T   COLOK    BRASS. 


Prices    i><>    not    ixcuue    I. am 

OK      LAMPHOLDKUS. 


F  25165 

COWBRIDGE 

Rich  Gilt  Color  Brass 

With  Satin  With  Rich 

Finish  Cut  Glass 

Bowls  Bowls. 

4-Amis.  200/-        280/-  each 

5-Arms.  225/'-         315/-      „ 

As  many  lamps  as  are  required  up 

to  6  ran  lie  fitted  in  centre  Bow  I 

Spread,  25ins. 


F  25169 
KASI>TGWOLD. 

Polished  Brass. 

6-Light  170/-   each 

Spread,  24ins. 

Shades    extra. 


\ 


(F)  834 

CEILIIVG  FIXTURI 

POLISHED     BRASS. 

Pricks    ik»    n«  >t    ixclvde    i.ami  —  . 

LaMI'IH  >I.1>KKS      <  Hi      !-»H. VI  >KS. 


>»<     Al.l 

1  6th 
Vi  i.i.  Kisei< 


*~^t, 


3-Lighl 


F  25175 

THORXli 

P     ■ 


60  -  each 
75  -      .. 
90  -      . 


i  - 


I      ! 


v 


F  25177 

CI.VERSTOX. 
Polished  Bra*.. 

35  -  each 
42  6 
50  -     .. 
Spread,  I2ins. 


F  25179 
SIIOK1.IIAM. 

I\.l-    ■     B     -- 

4-2  6  each 
50  -     ,, 
57  6     .. 


St  ai.i: 

1  6th 

'l  l.l.  Sizi:. 


835  (F) 

CEILINO     FIXTURES. 


v.vurocs    nxisiiKS. 


I'imi  i:*  mi  NOT  im  r.riii:  I,a\ii>, 

LaMI'IH  II..DKUE3   i  HJ    SBABG8, 


F  25185 
KKXII.M  OKTII. 

Antique  Bras. 

1  05/-  each 

4-Light        ...  125;-       „ 

5-1  ighl  145  - 

-     i    cl   20ins 


F  25187 
KI1»1»AX. 

Rich  i  .ill  '  nloi   I'.i.i-. 

3-1  iglH         ...  80  -  each 

Pendant?    1  o/-  each  extra 

I  'i.i'ih  li'l.  I5;m-, 


F  25189 

GOtJDHURST. 

i  ixidi  ed  <  o 
3-I.ight  ...       32'6  each 

Lanterns,  a/6  each  extra. 
Diameter  I5ins. 


F)  s:;6 


CEILITSG     FIXTURES. 

AJXeVM     STYLE. 

RICH     OILT     COLOR     HKANS. 

Prices     do     NOT    ixn.rin:     i.amis, 

LAMI'IIDLIiCKS      or      SlIADIX 


Scale 

1'6th 

Fi  i.i.    Size. 


5-I.ight 
6-I.ight 


F  25193 

ESTOX. 

Rich  <  nit  O  'I'  ir  Brass. 


Spread,  22  m 


jtHinmiiiiiiiiimnjg  K  ^     ^ 


F  25195 

l)AUTO>'. 

Rich  ( lilt  '  oloi   Brass 

i  Light 

75  -  each 

4-Lighl 

87  6     . 

5-Light 

100-    „ 

6-Light    .  . 

Spread,  20ins. 

112  6    ., 

837  (Fl 


s<  ai,i: 

16th 

■'II. i.  Sizi-: 


CEILEVO  FIXTURES. 


ADAM     STYI.i;. 

RICH    GILT    COLOB     1SKASN. 


F  25197 

CONWAY. 

Rii  !,  I  iill  l  oloi  Brass 

1  50  -   each 
•        ■•       170/-     .. 

Spread.  18ins. 


F  25199 

HKMtK.II. 

Ormolu. 

3Lighi  110/-    each 

4-Light  132/6     ,. 

5-Lighl  155/-      ,. 

Spread,  14m- 


/' 


F  25203 

ERPINGTOX 

Km  h  Gill  Color  Bras-.. 

3-Lighi  85/-    each 

6-Lighi  100/-      „ 

Spread.  16ms. 

Galleries I  Corel  Grips  1/3  eai  h  extra 


(F)  838 


ceiling    FIXTURES. 


VARIOUS    FINISHES. 
Prices    no    NOT    in<  i.t  in-:    Lam 


1   6th 

■'i  i.i.  Size. 


HIGHFIELD"     CEILING     FITTINGS, 


(l'ATKST     NO.     2791)1.     'OH). 


F 

25210 

Pi  ilished  Brass 

17  6  each 

\             MM  Mill 

17  6     . 

(1      :    1      'Ml    COPPI 

20-      „ 

'    dized  Sib  er 

22  6     .. 

I  itled  with  \\  hite  Enamelled  Bloi  I.  and 
In  ilder,  wired   with  shi  n  i   length  ol 
I  I,  xible  i  on 

i  Ipa  li  in!    in     (  'Imii    T\i  m!m!    I  hut     i  ilass 
be        Takes    one    30-50    c.p.    I  isram 


PERFECT       ILIJMIX.VTION. 


VIBRATION     ABSORBED. 


EASILY      INSTAEEE1). 


IMPROVED     METHOD     OF 
HOLDIXG      GLOBE. 


DUSTPROOF 


V\  liTUEii     Particular; 


>\       AlM'LM    Vl'li  IN 


F  25211 

Polished  Bra**  22  6   each 

Aluminium  22  6 

(  Jxidized  ( !oppei  24  3 

i  txidized  Sil\  --  2T  - 

I  itted  n  ith  Whin  Knamelled  BIoi  h  and 
Lampholder,  wired  with  short  length  ol 
i  lexible  <  on 

<  ipaloid  or  <  'leai  I  w  isted  I'  linl  i  Ilass 
( llobe.  Takes  ine  ti  •  three  50  i  n  \  me 
100  c.p  Osram  Lamp* 


Koi        Outside 

I  it  i  ings,        mi 
same  pi  inciple 

See  /•■'■/*•  726. 


F  25212 


Foi  1  High 

Foi 

|  '  Ol    I'iiiii 

i  .p.  Lamp 

Li 

w  i  p   Lamps. 

Polished  B 

37  6  eael 

426  each 

MniiiiMUIIII 

376     .. 

42  6 

■  i  .  ,  :   .  il  ■  .  ippei 

4-1/3     .. 

46  9 

Silvei 

45/- 

51   - 

l  nli     White     I 

mi.iiimIImI      I'.Im  I      .i,i< 

Lai 

nphi  ildei  v  h  ired 

...  nii-ii.nl  length  ol  Flexible  

'  ipaloid  oi  '  'ii  ii    I  ".  isti  d  !■  inii  *ii  m-  '  .lulu        r.ii.M  i 50  i  p 

01  one  100  .11  200. -.p.  ( isram  Lamp. 


Polished  Brass 
Vluminium 

l    'Mill     ill    <    -  ipm 

i  ixidized  Silvei 

Fitted    with    White    Enamelled    Bio  k    am 
with  short  length  of  Flexible  '  ord 

i  Ipaloid  in  i  'Ii mi    I'wisted  Flint  Glass  I  llobi 
H'  200,  300,  400.il-  1000.-  p.  I  isram   I  .- 


F  25213 

For  1  c.p 
High  Lamp 

72  6  .' 

72  6 

80/- 

87  - 


.    nip  ol  Foui 
10     p.  Lamps, 

Ii         77  6  each 

77  6     .. 

85  3       . 

93/- 

mlders    wired 
.  -  I00..p. 


Ceiling   Fittings  I lighl  are  fitted  with  Single  Circuit  "New    Era"  China  Connect 

1  eilinp   I  ittings  im   in i lights  are  lilted  with   double  Circuit  '  Neu    Era"  I  hinil   Conm 

-..  thai   two  Switches  may  be  use  1  il  required. 


839  (F) 


Si  ai.i: 
1  6th 


(KII.INC;    FIXTURES. 


v.vuiors    llMSIllX 


*khi:s    i>o    NOT    im  i,i  in:    Lamps 

Hi       I.AMrilOI.IHIKS. 


F  25231 

STRATTOX. 

Polished  Br:  s 

With  I2in.  Satin-finished  Glass  Bowl. 

32'6  each. 

With  Cut  Glass  Bow]  45  -  each 

1  to  3  Lights, 


F  25229 
II.VVI.K. 

Antique  Brass 

70-  each 
With  Satin-finish  Shade 
Spread,  8m-. 


F  25233 

s'i'onii'oiiT. 

Vntiqui    Brass 

'-'■'~hl  45'-  each 

i  lea     i  ii   Satin  finished    I  ilass 


F  25235 

MORDEX. 

•  ,ili  <  ■,,!,,!   Brass 

Prismatic  Satin-finish 

Glass  ',l.i-- 

i-1"  diai  65/- each        50/-  each 

85  -     ..  65,  -      . 

120-     „  85/-     . 

I'or  16  Lights 


(Fj     840 


CEILENG    FIXTURES. 

VAKIOIS    FINISHES. 

PliKT*     mi     NUT     [Ml.nu:     L..VMPS 
OR    Lampholdkiw. 


Siau: 

1/6th 

Fn.i.  Six.i 


F  25237 

PEAfiL. 

Polished  Brass 
3-5-Light  85  _  rach 

14in.  Opalescent,  Clear  oi    Frosted  Dish, 

1  10  -  each 


,LA._„. 


F  25239 

FOWEY. 

Rich  i  nil  i  loloi  Brass. 

1-Light,  Base,8ins,  diameter,  30'-  each 

Cm  i  ilass  I  '  - 


mm* 


^v 


F  25241 

DIAMOND. 
Rich  Gilt   i  lolor  Brass. 

12ms.  diameter,  for  3-Light  62/6  each 

14ins.  diameter,  for  5-Light  80  -  each 

16ins.  diameter,  for  6-Ligl  i  1  05  '-  each 

Cut  Glass  Bowl. 


F  25243 
imiTox. 

Rich  i  .ill  '  'oloi    B     ■- 

1-3-Light.  llins.  dia  67  6  each 

'  >bsi  1 1  j  ••■  I  Glass  with  i  lit  Star. 


F  25245 

FAIRFIELD. 

'  'rniolu. 
L-Lighl    Base,  9ms.  diai  65 


F  25251 

HKHltlUN. 

R  i  i       i  ,  ■  i    i   . .  ,       B 

SO  -  each 

i  tpales  ent  oi   Fn  isted  Bowl. 


LISITAXIA. 

F 

25247 

Polished 
Brass 
...     20 - 

Oxidized 
Cop  pei 
22/- 

(  Ixidized 
Silvei 
24  - 

With  Clear 

oi  Frosted  Gla> 

a  Bowl  and  i'n 

t  Star. 

F 

25249 

...     27/6 

29/6 

31  6 

With 

Cut  Glass  Buwl 

as  illustrated. 

Arranged  to  take  1 

<  )sram  "  Lamp. 

F  25253 

SHEPTON. 

.i    <    Bron  e  '  olo 


3-Liglu.  22}ms.  diameter. 


150  -  each 


Satin  Finish    l'.enl    I  il.iss 


841   (F> 


1/6th 

Fiu.  Size;. 


CEILUVG    FIXTURES. 

POLISHED    BRASS    A.ND    OTHER  "  FIMSHES. 


I'ku  :ks    mi   N<  >T  incmih; 

OK  Lampholders, 


^m\\im 


F  25257 

LONGRIDGE. 

Polished  Brass. 

3  to  9  Lights  270/-   each 

Cast  (  >maments     ( lut  Bi  i\\  I 

24m-.  diametei 


F   25261 

BAXSTEAD. 

( 'oinage  Bronze  ( \  iloi 

2  to  3  Lights  1  10,'-    each 

Satin  I  inish  Bi  iwl,  I7mv.  diameter. 

!  i  -e  18ins  diameter 


F  25263 

EMERALD. 

Poli  shed  Brass.    <  'in  i  llass  Bowl. 
12ins-  diameter,  for  3-Light  -|  OO  -  each 

I4ins.  diameter,  for  5-Light  125/-       „ 

16ins.  diameter,  for  6-Lighl  1  50   - 


F  25264 
CAJEtNFORTII. 

14, ,i.  for2-Light         130/-  each 

I8ins.  for  6-Liglu  205/- 

22ins.  for  8-I.ighl  3107- 

Silvei  -plated  Metalwork. 

Rich  Cut  *  "rvstal  ( .lass. 


These  Cut  Bowls  are 
fitted  with  Silver  Mirroi 
Reflector  at  Top. 

12.  16.  and  20in  sizes 
i  .in  I,.-  supplied  to  order. 


F  25265 

BGRCARN. 
Wins,  for  2-Light  1  1  O/-    each 

18ins.  for  6-Light  1  80  - 

22ins.  foi  8-I.ight  2TO/- 

Sitver-plated  Metalwork. 
Rii  ii  Cut  i  Irystal  Glass, 


(F)   S42 

CEILIIVG    FIXTURES, 

VAKIODS    FINISHES. 
Prices    i>o    NOT    in<  i.i  r>i:    Umfs 

OH      LAMPHOLnEKS. 


Sc  .vi.k 
1/6th 

Full  Size. 


^<v  <►«-♦  ^~*f  ♦  ♦^y, 
.„♦♦♦♦♦♦  ♦♦♦-*^,,/ 


F  25267 

ALLEXDALE, 

ll         i    8m.  (ham.  32/6  each 
3-I.ighl,  I2m.  diam,  65'-      ,, 
<  'r\  stal  Beads. 


F  25280 

BOLSOVER. 

Ormolu. 

•t'.'ii-  'I eter  25/-  each 

BJins.  50/-     ,, 

t  lear   Cut  *  ilass  Shade. 


-ssvi/<{«^iJe** 


F  25270 

HUCKNALL 

Polished  Brass. 

12in.,  lor  3-Light  .  ,  85/- 

15m..  I.. i  5-Light  1  25/- 

Rich  l  'rxvi.ii  i  Ht  i  Jlass 


each 


F  25272 

TAVISTOCK. 

Ormolu. 

l- Light       ...  586  each 

Satin  Finish  Glass  with  Cut  Flutes. 


F  25273 

1IANTUY. 

Rich  tii It  Color  Brass. 

1,  2.  or  3-Light. 

42/-  each 

.  ipali  .  .hi  .  ■  'i  Satin  F  inish 

Glass  Dish. 


'<•  ,',''"' 


wm\\  if 


F  25269 

TUNSTAIX. 
3-Light  ...         40/-  each 

i  rystal  Beads. 
10m.  diameter. 


F  25275 

SHAFTESBCfHY. 

Polished  Brass. 
6m.  diameter  ...         40/-  each 

9m.  diameter  65;-      ,, 

i   leu  i   in  i  ilass  Shade. 


843  (F) 


SCALE 

1/6th 

Fii.i.    Size. 


( VEILING      FIXTI  RES. 


ORMOLU    .V>1>    CRYSTAL. 
Prices    do    not    inch  i>i:    Lamps 

<>U      LAMl'IIOLDKlls. 


F  25284 

VERNET. 

3-I.ight  95'-  each 

5-Light        1 30  ■     .. 

Louis  XV.  Spread,  14m-. 


F  25286 

AXNAX. 

1  20/-  each 

1,  2,  or  3-L.ght. 
.TOin*   diameter. 


F  25288 

HALLATHH. 
1  25/-  each 

3  to  6- Light. 
15ins.  diameter. 


F  25290 

MALVERN. 
1  20/-  each 

1.  2.  or  3-Light 
12ins.  diameter. 


(F)    844 


CKII.IXCi   FIXTURES. 

ORMOLU. 

Prices    i><>    NOT    ixcuuii    I.ami's 
or    Lampholdeks. 


s<  .vi.i: 
1/6th 

FlLl.   NlZll. 


tAtibftMihteM 


go  -  each 
130/-    .. 
180-    ,. 


■■►»« 


",,,."••1.,. 

•■■;...■..  ■  . . 
.... 


F  25302 

HECKMOXD 
L2im  ■       'J  i  90/-  each 

130-      ,, 
180  - 


& 

F  25304 
HEDNESS. 

I2ins.  diameter  for  2  Lights      ...        1  OO  -   each- 

145/-     „ 

18m--.  ..    6  200/-      ,> 


3 


F  25306 

CIIOKLKY. 

23ins.  diameter  for  5-8  Lights  SOO  -   each 


34  5     F ) 


SCALE 

1/6th 

l'i  i.i.  Size. 


ELECTROLIERS. 

VAHIOUS     FINISHES. 

Prices    do    NOT   imijih:   Shades,   Lami'holijeks,   Ckiuxg 
Plates  <»k  l'i. i:\nti.r:  Wire, 


2-Light 
3-Light 
4-Light 


F25601 

MNGSDOWX. 

Polished  Brass. 
4/6  each 

5/6     „ 


"ll- 


3  I  ighl 
-I  Light 


Spread,  9in-. 


Spread,  15ms. 


5/6  each 
7/6     ,. 
9/6     .. 


11 


f  <r^ 


^^P 

I 

p 

r 

^*sM& 

F  25607 

FOYER. 

3-Light 

4-l.iKlit 

5  I  ight 

Polished 

B 

1 1  /6 
14/- 
16/6 

Spread.  14ins. 

I  ixidized 

Copper. 

1  2/6  each 

15/3 

18/- 

. 


F  25611 

FRIMLEY. 

Polished  !ki«  and  Copper. 
3-Li«hl  15/-  each 

Spread,  Hins. 


F  25603 

DOVER. 

Polished  R.j-x 

2- 
3 

4- 
5 

.ight 
.ight 

.ight 

7/-   each 
7/6     „ 
9/-      „ 
10/6     .. 

Spread  9ins 

- 

F  25609 

HIGmVORTH. 

Polished  Brass 

2-Light       7/.  each 

3-Light        8/6     „ 

4-Light        lO/-      ,, 

Spri  .n!,  12ms, 


F  25621 

WAVlOJTOJf. 

Rich  (nil  i  :nloi  Brass. 
3-Light  17/6eaeh 

4-Light        ...  22  6      „ 

Spread,  18ms 


Kor  Ceiling  Plates,  ->  e  page  682. 
These  Pendants  i  an  be  supplied  with  36in    I  lown  Rods  and  i  eiling  Plates  at  an  extra  cost  "i  4/-  pei   fitting 


(F)   n46 

ELECTROLIERS. 

POLISHED    BRASS. 

Prices    do    NOT    ixclidk    Lamps,    Lamiihui'Ii 
Shades,    Ceiuxg    Plates    ok    Fj.ixiiii:    Wike 


Scaxjb 
16th 

Full    Sizi 


F  25631 

MARDEX. 

Polished  Brass 

32,6  each 

Spread.  18ins 


• 


F  25633 

LYDBROOK, 

Polished  Brass 
3-Light       ...  40/-  each 

Spread.  14ins. 


F  25635 

NEATH. 

Polished  Brass 

3-Light  25/- each 

S     'jad.    16ins. 


For  Ceiling  I  'lates,  -  e  page  682 


; 


F  25637 

GOMERSAL 

Wro  Polished 

I  Brass.  \ 

3-Lighi  12/6  18  6     ...     15/- each 

.     ..  l-Lighl    i;  adding  i  enti    I 

Spread,  Wins. 


.  / 


847  (F) 


S<   ALU 

1/6th  & 1/8th 

l'l  I.I.  Kiy.i:. 


ELECTR(  )LIERS. 

V.VKIOIS    FINISHES. 

Prices    mi    NOT    i.x<i.ii>r:    i.a.mis,    i.AMPiif >i.in:us.    Shades 
<i:ii.im.    Plates    <>k    Flexible    Wire. 


;^V 


A 


^^> 


3-Light 
4-Light 


h 


F 25639 
BBttTLEY. 

Rii  h  Gilt  Color  Brass 
2-Light  t  7/6  each 

25/-     „ 
32/-     ,. 

Spread.  12ins. 


F  25643 

NORTIIAM. 

Polished  Brass. 
3-Lighl  12/6  each 

4-Lighl  14/.     ,. 

5  Light  15  6.. 

Spread    14m. 
S-  \i  i    1/8th   I  i  i  l  Size. 


•J  Light 
3-Light 
4  I  ight 


^ff 


F  25641 

HASWIXJU 

Polished  Brass.     l  ixidized  Copper 
16/-  17,6  each 

21/-  23/-     . 

26/-  28/6   .. 

Spread.  9m. 


F  25645 

LISKEAKD. 

Rich  Gilt  Color  Brass. 
2-Light  16/-   each 

3-L,ght  20/-      „ 

4  Light  24/-      ,. 

Spread.  lOins, 


F  25647 

HHA.M1TOX. 
Polished  Brass.    Oxidized  Copper. 
2-Light  21/-  23/-    eaeb 

3-Light  26/-  29/6     .. 

4-L,ghi  31/.  35/.     ., 

Spread.  10ms, 


For  C'eiltny  Plates,  see  page  682. 


(F)  848 

I^LECTR(  )  J.IK11K. 

VAKIOUS    FINISHES. 

Prices  i><>  NOT  rxcuDE  Shades,  I. amis.   Lampholdki 

CEIUNG    l'l.ATI-S   OH    FLEXIBLE    WIRE. 


Kf  AI.i: 

1    6th 

Fu.1.  Size. 


3-Light 

I  I  ighl 


F  25655 

BIDEFORD, 

Rii  li  I  .ill  i  'oloi  Brass. 

24/-   each 
30/- 
36/-      „ 

Spread,  KVins. 


AMI'TIIl 


I  ..i  i  :eiling  Plate 


age  682. 


Antique 

Polisl  i 

Brass 

Brass. 

2-I.ight 

26/6 

24-  each 

3  Light 

36  - 

32  6     ., 

4  Light 

456 

Spread,  15ins. 

41   -      „ 

1/8th 

i-'ri.i.  Sizk 


849  (F) 

ELEC  TU(  )LIERS. 


i>(>i.isiii:i>   ok    iiitoNX] 


ISRASS. 


PRICES      DO      NOT      INCLUDE      I.AMI'S. 

I.  \miiii.i.i>i:ks    or    Shades, 


▼ 


SPECIAL    NOTE. 

— o — 

yyhen  ordering,  please  state 
number     of     lights    re- 
quired,     and      diameter      of 
Down    Rod. 


r 


-y<xj 


"V. 


A 


F  25665 
TEE. 

2-Light         3-Lighl 

Diameter  of 
Down  Hod. 

[  tjameter 
of  Arms. 

4-Light. 

5-Lighl 

§-in. 

i-in, 

12'.          14/- 

16/- 

1  8/-  each 

|-in.       . 

i-in 

1  4/-         1  6/6 

19/- 

21/6    „ 

lin. 

,'-in- 

207-         27/- 

34/6 

40/-    „ 

Spread,  24ins.  ;  Length.  48ins.  to  Nipples, 


F  25669 

l  liameter  of 
Down  X' nl 

Diameter 
of  Arms. 

s<  :ythk 

2-t.i«ht.        3-Light. 

■1   l.i.nlit 

5-Light. 

i-in 

£-in 

12/-         14/- 

16/- 

18/-     each 

3-in. 

g-in. 

14/-        16/6 

19- 

21/6     „ 

lin. 

..        |-in. 

20/-        27/- 

34/6 

40/-     „ 

Spread,  24ins. ;  Length  48ins.  to  Nipples. 


(F)  850 

ELECTROLIERS. 

POLISHED    HRASS. 

Prices    i><>    NOT    iNavra:    I.ami's 
LAMPIIOLDKUS     OR     Siiai>i:s. 


J 


y<y 


F  25675 
ROMFORD. 

4-0-  each 
48  -     . 
64  - 
Spn  ad,  18ins      I  englh,  48ms.  overall. 


o- 


r  '- 


F    25677 

ASHFORDBY. 

9  6  each 
S-Light       ...  12  6. 

186 

SjMr.nl.  20ms.  ;   Length,  4Siu-   over  all 


Scale 
1  8th 

"i  i.i.    Size. 


F  25679 

KKI.MARSII. 

1  4/6  each 
17/6 
i  ...      23/6     ,. 

S    i    i    !■_-.,..-      I  ength,  48m-  ovei  ..II 


V--        - 


F  25681 
M.VNKA. 

2  i  igl  -  ...       20/-  each 

3-Lighl  ...        25/-      ,. 

i  ...       35'-     ,, 

Sp  i  ....     3l.li.       I. ength,  48m-    


xi  ai.i: 

1/8th 

i-i  1. 1.  Size. 


851  (Fi 

ELECTROLIERS. 


T 


l>OI.IKIIKl>     HKASS. 


Pricks    do    not    include    Lamps. 
i.ampth  tlders    ok    shades. 


T 


F  25682 

OAKHAM, 

22'-  each 

27/- 
5-Light         37'-     ,, 

Spread,    18ins.  :  Length.  48ins.  over  all. 


2-L>ght 
5-Light 


Spread.    16i 

- 


F  25685 

HORWICH. 

2-Ught     19/6  each 

3-Light     24/6    „ 

34/6    „ 

Spread,   20m?. 

■i  !i.  48ins.   over  all. 


F  25687 
KKITII. 

18/- each 

3-Light        22/-     ,. 

5-Light        30/-     „ 

Spread.  20in^.  ;   Length.  48in*.  over  all. 


(F)  852 

ELECTROLIE 

POLISHED    BRASS. 

Prices   do   NOT   include   Lamps, 
Lampholdeks   or   Shades. 


SCAJLI5 

1/8th 

Fi  i.l.  Siy.i:. 


F  25691 

>VINCIIESTKU. 
•2-l.ight  25/-  each 

3-Light  31 /_     „ 

t-Light  37/.     „ 

5-Light       ...       43/.     „ 

Spread,  24ins. 
Length.  48ins.  to  Nipples. 


\ 


SANTIAGO. 

2-Light  32'-  each 

3-Light  40-       ,. 

5-Light  56/-      ,. 

Spread,  24ins 
Length,  48ins.  i<>  Nipples 


S<    vi.i 

1/8th 

•'i  i.i.    Size. 


853  (Fl 

ELECTR(  )LIERS. 

POLISHED     11KASS. 

Prices    m>    not    im-i.i  i>i:    Lamps. 
LamphOLDERS    di:    Shades. 


i* 


F  25699 
SELOt'S. 
3-I.ight  57/6   each 

4-Light  ...     70/-       ,, 

5-Light  ...      83/- 

'    24m*. 
Lengl      I 


F  25  697 

ETOX, 

20/-  each 
25- 
5-Light  ...      35/- 

Spread,  16m~. 
Length,  48 


w 

9 


-; 


wv 


F  25701 

MECCA. 
2-i.ight  25/-  each 

3-Light        ...  30/-    ,, 

5-Light       40/-   ,, 

id,  24ins. ;  Length,  48ins.  to 


(F)  854 

ELECTROLIERS, 

POLISHED    BRASS. 

Prices    do    NOT    include    Lamps, 

Lampholdehs    or    Shades. 


F  25705 

MHRTON, 
3-Liglit  70/-  each 

4  Light  SO    -     ., 

5-Light  90/-     „ 

Spread,  30ms. 
Length,  48ms.  to  Nipples. 


Scale 
1/8th 

Ft  i.i.  Size. 


F  25707 

SANDFORD. 

3-Light  65/-  each 

4-Light  75/.     „ 

5-Light  85/-      ., 

Spread.  30ms. 

Length,  48ins.  to  Nipples 


# 


f 


855  'F 


Scale 
1/8th 

Fri.l.  Siy.i-:. 


1  :i.l  X  Tl^(  )LIERS. 

RICH    C3ILT    COLOR    BRASS. 
Prices    do    NOT    i><  i.t  m:    Lamps. 

l..\Ml'[lul.l)i::;s     n;;      S|IA1)I>. 


F 

25709 

ItX 

GE 

LEY. 

2-Light 

22/-  each 

3-Light 

32/-     „ 

4-Light 

42/-     ., 

5-Light 

52/-     „ 

Spread, 

22ms. 

Len< 

th. 

48ins 

I..  Nipples 

F  25713 
CAXCS. 

3-Lighi  57/6  each 

4  i  ighi        ...       77/6    .. 
5-Light  97/6     .. 

Spread,  19m- 
Length.  48m-  to  Nip]  les 


F  25711 

1UTLAXI). 
3-Light         ...       130/-  each 
4-Light         ...       165/-     „ 
5-Light         ...        200  -      „ 
Spread.  22ins  :    Length.  48m-.  to  Nipples. 


(F)  856 

ELECTROLIERS. 

POLISHED    HUASS,    CAST. 

PlilCES      1><>      NOT     INCLEDR      I. AMI'S. 
L.VMPBOLUKKS      Oli      SHA.DKS. 


F  25719 

ROMILKY. 

3-Light         ...        57/6  ear 
4-Light  72'6 

5-Light  87/6 

Spread.,  20ins 
Length,  48ins  to  Nipple. 


SCALE 

1/8th 

I'M  I.I.  SlZl 


w 


F  25723 

XEWNHAM. 

3-Light  52/-  each 

4-Light  ...       65/-     „ 

5-Light  ...        78/-     ,. 

Spread.  22ins. 
Length,  48in*.  to  Nipples. 


F  25721 

SANDOWX. 

3-Light  60  -  each 

4-Light  80/-      .. 

5-Light         100-     ., 

Spread,  24ins 
Length    48ins    to  Nipples. 


^<  ai.i: 

1/8th 

Fii.i.     SIZE. 


857     (F) 

ELECTROLIERS. 

VARIOUS    F I X I S 1 1 1 :  s . 

1'i.n  i  -.     mo     NOT     i\<i.ii>i:     Lamps, 

I.AMPHOLDERS     OR      SlIADKS, 


y 

F   25725 

Tit  AM<  )RK 

Polished 
Brass. 
75/- 

<  ixidize 
80  - 

1 
each 

Spread,  17m-.  ;   Length,  48m- 

F    25727 

KlICWAUK. 
Polished  Brass. 

52/6  each 

5  Light  87/6     „ 

Spread.  16m-. :  Length,  48ins.  over  all. 


F  25728 
MlCI.IvSII.V.M. 

i 
i  ...  57/6  each 

4-1- mi. i  70/-      „ 

Spread   I7ins      L.i  ngtli   48ins.  over  all. 


(F)  858 

ELECTROLIERS. 

VAKIOUS    FINISHES. 

Prices    i><>    NOT    ix<  i.i  m:    Shades,  Lamps.    Lax iu.in;i!: 

ok     Fi.exibi.I2    Wire. 


Scale 
1  8th 

n  i.i.  Size. 


F  25729 
A.LC15STER. 

Real   Bronze   I  o 
4  Lighi  4-5  -  each 

Spread,  12ms 
Length    48in?    i  >t  er  all. 


3-Lighl 


F  25730 

COI.YTON. 

Real   Bronze. 

4-5   -    ear  k 

Spread,  rim- 
Length.  48m-    ...      al 


F 

25731 

E 

mxG. 

Polis  ei 

Br.i^- 

i  ixidized 

i  ,  ippei 

3  I  igl  I 

37  6 

41  6  each 

♦-Light 

42  6 

47  -     ., 

i 

47  6 

52  6    ,. 

Spn  .  ii   18tn>.     Length,  48m^  ovei    i 


1   8th 


■  ri.t.    Sizk 


859  (F) 

ELECTROLIERS. 

VARIOUS     FINISHES. 

PRICES      DO     NOT     imi.i  m:      LAMPS, 

l,AMl'll(U.hi:ks     OR     Siiaiii:-. 


&$b 


F     25733 
DIDSmiJY. 

Polished  i  ixuh/fil 

Brass.  Silver. 

3-Lighi  SO/-  60  -  each 

■(-Light  60  -  72  -     „ 

5-Light       70  -  84  -     ,. 

Spread,  20m--. 
Length,  48ms  over  all. 


F     25735 

SIHTIISKA. 

Rich  Gilt  Color  Brass. 
3-Light  50  -  each 

5-Light        ...  75-     „ 

Spread,  18m-      Length,  48ins.  over  all 


F     25737 

DEXTOX. 

Polished  Brass. 

3-Light  45/-  each 

5-Light        60/-     „ 

Spread,  22ins. ;  Length,  48ins.  over  all. 


(F)  S60 

ELECTROLIERS, 

VAKIOUS    FIXISHES. 

I'kii  i:s  do  NOT  i.\ci,iuk  Lamps, 
Lampholders  or  Sii.vi>i:ss. 


*<  ai.i: 
1/8th 

'I   I.I.  SIZE, 


F    25739 
U  A.  WORTH. 

Antique  Brass. 

65/-  each 
95/-      „ 
ii'  i  .  ;         over  all 

Lanterns  8 


3  I  igl  i  65  -  78/-  each 

5-Lighi  90  -  108/-     . 

S| H ,  .i.i  ism-     l.i  ngth    i  ■'::.-  i  ■ 


F  25743. 
GORTOX. 

t  >rmolu  lli.i" 

80/-  each 
1  1  5/-     „ 

15ins      I  ■  ■  erall. 


SCALE 

1    8th 
'Vi.i.  Size. 


8Gl   (F) 

ELECTR(  )LIERS. 


KKAL    BRONZE 


Prices    do    NOT    include    Lamps, 
l.AMi'iiou.Kus    or    Shades. 


t      3 


$r<J$ 


~  <* 


*9 


F  25745 
EVESHAM. 

3-Light  75/-   each 

Spread.  13ins.  .    Length,  48ms   over  .ill 


F  25746 

DEVON. 

3  Light         ...        75/-   each 

4  Light         87/6     .. 

Spread,   I5ins   .     Length,  48ms.  over  all. 


F  25748 

CAISTOH, 


3-Light 


90  -  each 


Spread,  13ins       Length    48ins   ovei  .ill 


(F)     862 

ELECTR(  )LIERS. 


KKAL    HUON/K. 


Prices    do    NOT    imuiii;    Lamps, 

L.VMI'III  ILDERS      t  iK      SlI.Vl>l-:S. 


Scale 
1  8th 

l'i  i.i,  Size. 


^r* 


' 


F  25750 

so\ni\'(;. 

3  Light  ...  .■■  75/-  each 

I    a  ...  90-     „ 

Spread,  18ins      Length,  48ins.  over  all. 


4 


8 


- 


F  25749 

TEXBY. 

3-Lighl  70/-  each 

5-Lighl  ...  85,'-      „ 

Spre  all. 


3-Lighl 
5-Lighl 


F  25751 

5TOXEGAT 


Spread,  ISins  :    Length,  48ins 


65  -  each 
85  -     ., 


1,8th 


■'i  i.i.    Kizi: 


y 


863  (F) 

ELE(  TR(  )LIERS. 

VARIOUS     IIMSIMX 

'IJICDS       DO      NOT      INCLUDE      I. AMI'S, 
.AMPHOLDERS      OK      SHADES. 


F     25753 

STURMTXSTER. 

3  Light  200  -  each 

Diameter,  17ins.  over  .ill. 

I  iM-ih,  48ms.  over  .ill 


> 


^ 


T? 


F     25754 
SII-I-OTII. 

Polished  Brass 
3-Lighi  45/-  each 

5-Light         60/-      ,, 

Spread,  14ms. 
Li  igth,  48ins   i  .ver  all. 


F     25755 

STAVELEY. 

Real  Bronze. 

17ins  dii iter      3-Light     

23u)s.        „  3.  4,  or  6-Light ... 

Length,  48ms  over  ..II 


50/ -  each 
85/-     ,, 


(F)     864 

ELFX  Till  )LIERS. 

VARIOUS    l'IMSIIKS. 
Prices    i><>    NOT    include    Lam  i*s. 

LAMPnOLDlXS      OH      SUADES. 


F  25758 
IvIRIvlSV. 

Polished  Brass.        i  ixidized  Silvci 
3  I  i-i:i  60/-  72  -  each 

Spread,  12ms. 
I  ength,  48ins.  over  all. 


3-Light 
5-Lighl 


F    25759 
RETFORD. 

Polis 1  Brass  I  ixidized  Silvei 

70  -  84;-  each 

95-  114/-     „ 

pad,  21ins  .      Length  48ins.  ovei  all 


!-><  ai.k 

1,8th 

1"!  1,1.      SI7.I 


3-1  igln 
5  I  ighl 


F    25761 

KIDSGROVE. 

Polished  Brass  i  >xidi  :cd  i  'opp. 

57/6  63.6  each 

75  -  82  6 


Spread    24in<        I  ength  Wins   over  .ill 


S(  ai.i: 

1/8th 


865  (F) 

ELECTROLIERS. 

VARIOUS     FINISHES. 


Prices     i><>     NOT     lxci.i  in:    Lamps, 
LAMPnOLDERS     "li)  f^ii.vin:s. 


20ms.  ;      Length,  48m-  ovei  .ill 


'olishecl  Real 

Bronze. 
3-Light  95/-  114/-     each 

i  125  -  150-       ,, 

Spread,  22ins.         Length,  48in-    over  all. 


(F)     866 

ELECTROLIERS 

VARIOUS    FINISHES. 


Pricks    i»>    XOT    ix<  i.i  hi:    I. ami'- . 

l.AMI'Ilnljilllis     OR      SllADKS. 


F   25771 

KIXGTOX. 

Polish. 


F  25773 

ItOSTOX. 

d    Bra**. 


S<  ai.i: 
1  8th 


3-Lighl 


87  6  raih 
125-     „ 


80  -  each 
HO-     „ 


i  .  ngth,  4Sni-.  ovei 


I       gtl     43ins.  over  all. 


SCAI.K 

1/8th 

I'l  I.I.  SIZK. 


F  25778 

DURHAM, 

'  Ixidized   O  ipper 

120  -  each 

Spread,   30, n,. 
Length.  43m-   over  all. 


867    (F) 

ELE(  TR(  )LIERS. 

VAKKMS     FIMSIIIX 

IMiu  i:s     do     NOT     i\(  i.i  in:     Lamps. 
i,A\ii'ii(ii.in;i;s    oh    Shades. 


(F)  868 

ELECTROLIERS. 

POUSHED    BEASS. 

Prices    i»>    NOT    ixcuni:    La.mi—. 
Lami'iioi,i>i:i;s    ob    Shams. 


I. 

(- 

< 

I 

t 
t 


S(  au: 
1  8th 

*l  I.I.  sizi 


F  25783 
LUTTERWORTH. 

5-Light  180  -  each 

Spn     '   24ins. 

I  .ength.  Wins,  i  ivei  all 


F  25785 

MALMESBURY. 

3-Light  75,  -  each 

Spread,  241ms. 

Length.  48ins.  Over  all. 


S(    Al.l. 

1/8th 

■""ri-i,  Sizk. 


869  (F) 

ELE(  :TR(  )LIERS. 


14KAL    ItKO.NZK 


Pricks   i><>   not  inct-vde  Lamps, 

I.  AMI'lIOI.lllli-S     C>«     SlIAIH.S. 


•x     -^ 


F  25789 
KIKIvll  AM. 

3  Lighl  1  85/-  each 

E-Lighl  195/-       „ 

Spread,  I8ins      I  .ength,  4:J.m-   ovei   all 


F  25788 

WESTBURY, 

i  1  55/-  each 

Diameter,  26ins. ;  Length,  48ms  over  all 


(F;  870 

ELE(  TU(  )LIERS. 

FLEMISH    STYLE. 

SANDED    FINISH     UUASS. 

Pricks    do    NOT    im  i,nn:    La.mi-s, 
Lampholders    ok    Candle  Frrnxtis, 


I 


F  25793 

COVKliT. 

80  -   each 
S-Light  100  -    .. 

i  ppei  Tiei  onl>    with  bottom  ball 
10 -Light  200  -    .. 

\-  [llustr;  ■ 

Spread   LTpper  Tier,  lEins,        Lower  Tier.  20ins 
Length,  48in*.  o\er  a 


!■*<  .vl.l: 

1   8th 

ril.l.    Hizi:. 


F  25795 

Rl'YSDAEL. 

3-Light  35  -  each 

'  426     ., 

Spread.  12in*. 
Length,  48m--.  over  all. 


F  5797 
TRANS    HALS. 

3  Light  60  -  each 

82  6     „ 

Spread.  I6m-. 
I  .ength,  48m-   <>\  ei 


!-.<  ai.i: 
1  8th 

Ftl.l.     SlKK. 


871  (F) 


ELECTROLIERS. 


FLEMISH    ST  VI. 
SANDUl)     l'IMSI 


BRASS. 


Prices    im    NOT    ixcu'de    i.amts. 
I.AMi-uoi.m:!!*.  Siiai>ks.  <>u  c.vMu.r   Fittings, 


'7 


F  25799 

[OI.liKIN. 
3-Light  90  -  eacli 

6-Light  1 25  -     „ 

Spn    >    24ins. ;   Length,  48ins.  ovei  al 


f 

F  25801 

VAXDYCK. 
3-Light  120  -  each 

6-Light  160  -      .. 

Spread,  24ins.  ;  Length,  48m-  ovei  all 


\ 


D 


F  25803 

REMBRANDT. 
3-Light  100-  each 

6-Light  1 40,-     „ 

Spread  to  Nipple,  18in--  ;  Length.  48in~  over  .ill 


(F)    872 

ELECTROLIEE 

SANDED    FINISH     Hli.VSS. 

Prices    i><>    NOT    ixcuin:    I. ami-;. 
I.AMi'i[i)r.in:Ks    <>i{    Shades. 


Scaij: 
1/8th 

l"l   I.I.   SIZI 


F  25805 

MA. VS. 

5-Lighi  250/-  each 

6-LigW  285/-     „ 

'  l-':-1"  320/-     „ 

Spread,    32ins. 

Li  ngth,  48ins.  ovc-i  all. 


F  25807 

SCHELDT 

3  1  ighl 

90/-  each 

5-Light 

Spread,    18in«. 

125/-    „ 

I  ,  ngth,  48ins.  ovei 

all 

SCA.LK 

1/Sth 

■'n.i,  SlZft 


873  (F) 

ELECTRC  )LIERS. 

VARIOUS    FINISHES. 

Prices    do    not    in<  i.idi:    Lamps. 
Lampholdehs    ob    Shades. 


F  2581 O 

MAELEY. 

Real  !'■!■ 

3-Light 

220/-  each 

5-Light 

295/-     „ 

Spread,  20ins. 

Length,    48ins.  over  all. 

' 


^ 


F  25812 

PEWSEY. 

Real  Bronze. 

3-Light 

1  50'-  each 

5  I  ighl 

21 0/-     „ 

Spread,  24in*. 

Length,    48ins.  over  all. 

3-Light 

5  Light 


F  25814 

SOUTIIAM. 

Real  Bronze. 


1  50  -   each 
200/-     „ 


Spread,  20ins. 
Length,  48ins.  over  all. 


(Fl  874 

ELE(  JTROLIERS. 

GEORGIAN    AND    QUEEN    AXNK    STYLE 

VAJilOUS    FINISHES. 

Prices    i><>    not   ixclude   Lamps,    Lamimiouikus. 
Shades   <>r    Candles. 


Scale 
1  /8th 


F 25823 
XOKMANTOS. 

Natural    B e 

3-Light  1  35/-  each 

i  i  igw  165;-    ,. 

5-Light  195/-     .. 

Spread  20ins    Length,  Wins  over  all 


F  25825 

MBTHLEY. 

Natural   Bronze 
3  i  ighi  1  35  -  each 

♦-Light  165/-     „ 

5-Light  195/-     ,. 

Spread,  20ins     I  .ength  Wins  ovei  all. 


SCALE 

1/8th 

Fuzx  SIZE. 


875  (F) 

ELE(  TROLIERS. 

VARIOUS    FINISHES. 

Prices    do    MIT    bcxvde    Lamps. 

LAMP0OLDRKS      OH      SHADES. 


5-Light 


F   25830 
DAUWJCX. 

Ormolu. 

225/-  each 
Pendants,  12/6  each  extra. 
Spread.    22ins 
Length,  48nis.  over  all. 


F  25834 

XEPTUNE 

Rii  I]  i. ilt  Color  Brass 

i  I   ^!:>  90/-  each 

[m  luding  Iridescent  <  Uass  Shells. 

Spread.  20ins.  over  all. 
Length,  48ins  i  n  er  all 


F  25833 

FRAXT. 

Polished  Brass,  5-Light  125  -  each 

Oxidized  Copper   ..  137  6 

Spread.  24in*.  :   Length,  48ms.  over  all. 


(F)  876 

ELECTROLIERS. 

REAL     BRONZE. 

PRICKS     DO      NOT     IXCLCDE      LAMPS. 

Lampboldebs    oh    Soades. 


Scale 
1/8th 

Fill    Size. 


F  25836 

WHITBY 

. 

Real  Bronze. 

3-Light 

1  80  -   each 

5-Light 

255;-     „ 

Spread, 

24ins  ;  Length,  48 

ins.  over  all. 

F   25838 
TTJTBTJRY. 

Real  Bronze. 
4-Light  320  -   each 

Spread,  20ms. :  Length.  48ms.  over  all. 


Scai.1-: 

1/8th 

Fill    Sizi-; 


877  (F) 

ELECTROLIERS. 

VARIOUS    FINISHES. 

Pricks    do    not   include   Lamps, 
Lampholders   or   Shades. 


Polished  Oxidized 

Brass.  Silver. 

5-Light  100/-         120/- 

Spread  26ms.  ;    Length  48ins.  over  all. 


-r^r- 


F 25841 

HOUNSLOW. 

Polished         Real  Bronze 
Brass.  Color. 

6-Light  -i  60/-         1 76/-  each 

Spread  28ins. ;   Length,  48ins    over  all, 


(F)  878 

ELECTR(  )LIERH. 

VARIOUS    FINISHES. 

Pricks    i>o    Not    i.\<  i.i  i>i:    Lamps, 
Lampholdkks    or    Shades. 


F  25851 

ELHAM. 

Real  Broi  /••  ■ 

1  40  -  each 
i  v-  I  1  SO  - 

Spread,  30ii  -. 

;  all. 


a 


Uf 


S«    ALE 

1/8th 

Fl'LI.  SlZB. 


5-Light 


F  25849 
LEDBURY. 

Polished  B 

270/-  each 

Length,  48in-.  o\er  all. 


1 /8th 

l'ru.    Size. 


879   (F) 

ELECTR(  )LIERS. 

RICH    GILT    COLOR    1JU.VSS. 

Prices    im>    not    inclvde    Lamps, 
Lampiiolders    on    Shades. 


F     25870 

EARLESTOW3V. 

5. Light  90/-  each 

Pendants,  12/6  eai  h  extra. 
Spread,  22ins. ;    Length,  48ins.  ovei  .ill. 


F     25869 

CAVAN. 
5-Light    ...  1  90/-  each 

Spread.  22ins.  ;    Length,  48ins.  over  all. 


(F)  880 


ELECTROLIERS. 


OltMOLl' 


Prices    do    NOT    include    Lamps 

LAMPHOLIHiKS      OR      SHADES. 


Scale 
1  ,/8th 

Fvee  Size. 


.-  K^~ 


F   25875 

HOYLAKE. 
5-Light  1  75/.  each 

Spread,  24ins. 
Length.  48ins.  over  all 


-  r> 


F  25877 
LEOMINSTER. 

5-Light  ...        1 1 5/-  each 

Spread,  20ins. 
Length,  48ins.  over  all 


Si  ai.i: 

1    8th 

Fi  i.i.  Size. 


881   (F) 

ELECTR(  )LIERS. 

GEORGIAN. 

REAL    BRONZE    COLOR. 

PRICES      1M>      NOT      IXCI.IIIK      I.AM1'S. 

iAmpholdehs    mi    Shades. 


V^- 


F  25878 

WYMOND. 

Real  Bronze  Color 

4  Light 

400/-  each 

5-Light 

460/-     „ 

Spread,  28in-. 

Length,  48ins.  over  all. 

F  25880 

WYMONDOX. 

Real  Bronze  Color. 
15-Light  ...  600  -   each 

Spread,  28ins. 
Length  48ins.  over  all. 


(F)  882 


ELECTROLIERS, 

RICH    GILT    COLOR    BRASS. 

Prices    do    NOT    include    Lamps, 

LA.MPHOLDEBS,     SHADES      OK      GALLERIES. 


Scale 
1/8th 

Fill  Size 


F  25886 
STRKTFORD. 
5-Light  220/-    each 

7-Light  270/-        ,, 

Spread,  26ins.  ;  Length,  48ms.  ovei    all 
Pendant",  and  Galleries  6/-  each  extra-  ' 


F  25887 

JVEM'BUKN. 

-Light  31  O  -  each 

Complete  with  Satin  Finish  Class  Dish. 

Spread.  28ins     Length,  48ms.  over  all, 


>*<  ai.i: 
1/8th 

Fi  i.i.  Size, 


883  (F) 

ELE(  JTROLIERS. 

VAHIOUS     FI  NISI  IKS. 

Prices    do    not   include   Lamps 
i.  uv1pholders    ob    shades. 


MOLTON. 

Ormolu. 

6-Light  320/-  each 

Spread,  24ins  ;  Length,  43ins.  over  all. 

Richly  Cut  Crystal  Pendants, 

1 0/6  each  extra. 


F  25890 

BEITH. 

Real  Bronze. 

Heavy  Cast.  Georgian  Style. 

5-Light  480-   each 

Spread.  30ins.  ;  Length.  48ins  over  all. 


(F)  884 

ELECTROLIERS. 

RICH      OILT      COLOR       BRASS. 

Prices    do    NOT    include    Lamps,    Lampholdebs 
Shades    or    Candle    Fittings. 


Scale 

18th 

Fvll  Size. 


6-Light 

With  Satin  Finish  Dish 

Spread,  28ins ;  Length,  48ins.  over  all 


400  -   each 
440/-     „ 


F  25895 
HASLINGDBN. 

5-Light         ...  400  -   each 

Spread,  28ins ;  Length,  50ins.  over  all. 


Scale 
1/6th 

Ft  i.i.    Size. 


885  (F) 

ELECTR(  )LIERS. 

ADAM      STYLE. 

ORMOLU. 

Prices    im>    .\'<>t    inci.iiho    Lamps, 
Lampholders    on    Candle    Fittings. 


F  25898 

STAFFORD. 
3-Light       .         1 60/-  each 

Spread,  12ins. 

Length,  36ins.  over  all. 


■--■•V 


F  25899 

ADELPHI. 
a-Light  ...  160/-  each 

5-Light  225/- 

Spread,  18ins. 
Length  36lns.  over  all. 


WWW 


T 


F  25900 

LAXSnOMXE. 

6-Light  (Bottom  Tier  only)  41  O   -    each 

9-Light  (as  Illustration)     .  600   -        „ 

Spread,  24  and  12ins. 

Length  48ins.  over  all. 


(F)  886 

ELECTROLIERS, 

A.DAJMC    STYLE. 

RICH    GILT    COLOR    BRASS. 

Prices    i>o    not    include    Lamps. 
Lampholders   or    Shades. 


Scale 
1/8th 

Full  Size 


F  25901 

RON'TEKR.YCT. 

5  I  ighi  £1  5  .  O  .  O  each. 

Spread,  32ins.;     Length,  60ins    overall 
Satm  Finish  Etched  Glasses,  8/6  each  extra. 


*<    ALU 

1/8th 

Full  Size. 


887  (F) 

ELEC  TR(  )LIERS. 

ADAM     STYLE. 

RICH    GILT    COLOR    BRASS. 

Prices    i><>    not    i.\<  f-i hi:    Lamps, 

LAMPHOLDERS     OR      Shaim>. 


^^ 


10-Lighl 
12  Lighl 


F  25905 

ORMESBY. 

£24  .    10   .   O     each 
£27   .   lO  .   O     ,, 


i  latteries  and  Cascade  Shades,  8/-  each  extra. 
Spread,  36ins. ;  Length.  60ins  overall. 


(F)  888 

ELECTROLIERS, 

VARIOUS    FINISHES. 

Prices    do    NOT    include    Lamps. 
Lami'HOLdees    or    Shades. 


Scale 
1/8th 

Kl'LI.  Sizi 


^ <?-^- 


F  25908 


LOUTH. 

Polished  Brass. 

190/- 


Real  Bronze. 

230  -      each 


Spread,    36ins. 
Length,  48in&.  ovei  all. 


^<  ALE 
1/8th 


889  (Ft> 

ELE(  TR(  )LIERS. 

FLEMISH    STYLE. 
sanded   finish    liu.vss. 

Prices    i><>    not    include    Lamps, 

LiAMPHOLDERS      cili      CANDLES. 


F     25913 

POTTER. 

16-Light  £20  .  O  .  O 

Spread,  Upper  Tier,  27ins.  Spread.  Lower  Tier,  38ins. 

Length,  48ins.  over  all. 


Note.— Above  fitting  is  priced  for  Electric  Light  or  Wax  Candles.      If  required  for  Gas  10  per  cent  must  be  added. 


'(F)  890 

ELECTROLIERS. 

REAL    BRONZE. 

Prices  i>o  NOT  include  Lamps, 
L.vmi i.iiuks  ok  Shades. 


Scai.k 
1/6th 

Fi  i.i.  Size 


F  25918 

PAGNALL, 

12-Light,  Antique  Brass  £62  .  1  O  .  O  each 

Real  Bronze  £75  .      O  .  O  each 

Spread,  Upper  Tier,  36ms  ;  Lower  Tier    22ins. 

Lengtli  60ins.   over  all. 


S<  ALE 

1  8th 

i'*i  1.1.  Size;. 


891  (F) 

ELEC  TROLIERS. 

FLEMISH     STYI.H. 
SANDED    FI.NISII    BRASS. 

1>RMJES     DO     NOT     INCLUDE     LAMPS, 

i.ami r.i>i:us  OR    Caj.tco.es. 


6 


F    25919 

HUYSMANN. 
24-Light.  2  Lowe!  Tiers  £54  .  0  .  O  each 

Spread.  Upper  Tier,  26ins.,  Lower  Tut.  48ms. 

F     25920 

36'L'''"'  3  Tiers  £66  .  O  .  O  each 

Spread,   Top  1  ier,  18ins.,  Middle  Tier,  26ins.,  Bottom  Tier.  48ms. 
For  Brackets  to  match,  see  page  813. 


NOTE.-Above  fitting  is  priced  for  Electric  Light  or  Wax  Candles.     If  required  for  Gas   10  per  cent  must  be  added. 


(F)  892 


ELECTROLIERS. 

A>TIQV1<:    HHASS. 

Prices    do    NOT    ixclide    Lamps, 
Lampholders    or    Shades. 


Scale 
1/8th 

Fuel  Size. 


F  25921 

SELBY. 

Antique  Brass. 
17  I  ight  (12  Arms  and  5  in  Dish)  £52  .  1  O  .  O  each 

S ."I.  36nis   ,     Length,  48ins.  over  all. 

Price  includes  ( Hass  l  'i^ii 


Scale 
1,8th 

Ft '1.1.  WIZ1 


893  (F) 

ELECTROLIERS. 

ORMOLU. 

Prices    do    not    include    Lamps, 

Lampholders    <>u    Shades. 


Figures     can     be    supplied    in 
Bronze    Color     if     requested. 


Satin  GI<  ibes  as  shi  >wn  on  abi  ive, 
6  -  each 


F  25933 

Ormolu. 

ROCHDALE. 

8  1  ight,  ;g52  each 
£60      ., 

Spread.  42ins. 
Length.  60ins.  over  all 


For  Brackets  to  i   ati      sei  page  814  F  24391 


(F)  894 

ELECTROLIi: 


OKMOH. 


Prices    do    NOT    imi.ijii:    Lamps, 
Lamphouders    ok    Shades. 


Si  ai.k 

1/8th 

Fvi.i.  Size. 


F  25941 
FORSYTH. 

'i  molu. 
Lowei    riei     I  pper  Tier-  Each. 

IS-Light,  5-2-lt.  Arms.  5-1-ltArms  £60  .  O  .  O 
20-I.ight.  5-2-lt.  Arms,  5-2-lt.  Arms  65  .  O  .  O 
24-Light.  6-4-lt  Arms,        None  75  .  O  .  O 

30-I.ikIh.  6-4-lt.  Arms.  6-1-lt.  Arms  80  .  O  .  O 
36-Light  As  Illustration  85  .  O  .  O 

Spread,  42ins  :  Length,  64ins.  over  all. 


1  ..I  r.i.n  kel  i"  mat  h,  see  page  814  F  24393 


Figures  can  be  supplied  in  B  onzi    1  oli  1   il  requested. 


S95   IF) 


SCALli 
1     8th 

i-'i  i.i.  Size. 


ELE(  ;tr(  )LIERS. 

ORMOLU,    WITH    CRYSTAL 
BEADS    AM)    DROPS. 

Prices    i><>    NOT    include    Lamps, 
i.ami'iioi.!h:ks    ok    Shades, 


wii/:I;j'//,;- "" ,:J; 

7  Hi  • 
Q 

F  25963 

PADIHAM. 

Ormolu  and  Cut  Crystal, 
ght  105/-   each 

Spread,  17ins,  .  Length,  34ins. 
'  i\  stal  Bead  Shades,  3/6  each  extra 


I*  ii| 


r  [w 


F  25965 

NOHTIIHOVUNK 

( trmolu  and  Cut  Crystal. 

5-Light  80/-  each 

Spread,  15ins      Length,  33ins.  over  all. 


F  25967 

KINGWOLD. 

( Irmolu  and  Cut  Crystal. 

5-Light  105/-  each 

Spread,  17ins  .  Length,  34ms.  over  all. 


(F)  896 


ELECTROLIERS. 

ORMOLU,  WITH  CRYSTAL 
BEADS  AXI)  DROPS. 

Pricks    i><>    NOT    imi.iim:    Lamps 
or     Lampholdrrs. 


1/6th 

Flu.    siizj: 


F  25970 

TONBRIDGE, 
i  270/-  each 

!  20m.      Length.  48m-  over  .ill 
Scali      1  8th      Fuli      SlZI 


Pi  ices  includi    G         r 


F  25974 

PENDLESURY, 

300/-  each 
Spread,  20ins     Length,  48ins,  ovei  all 
Scali     1  8th     Fuli     S 


Scai.i: 

1   8th 

l'ru.  si/.n. 


897  (F) 

ELECTR(  )LIERS. 

ORMOLU    AMI    CRYSTAL. 

Prices    i><>    not    kcliih:    Lamps, 
l,A\ll'llni,in:ijs     OB     Sitaiiks. 


^•;''^^ 


•  ffii 

m 

■  kWk 


'■l  *  ^"!j'  \'  f't 


;  fc.  ♦>.*-*-■♦    ♦    »     ♦    *   «    ♦    • 

+  *'»t',||, 

•»*   *    *<-♦   4  <    i 

1 . . ».♦*-*-♦  <♦-♦•», ,;, 

,->-,* 1 .  . . 


5-Light 


v# 

F  25989 

RODIN. 

Ormolu  Cut  Crystal. 

250/- 

each 

16ins.  diameter. 

39ins.  over  all. 

F  25987 

RIBOT. 

ii  and  Cut  Crystal 
•"-Light  420/-    each 

Spread.  27ins. :  Diameter  of  Basket,  19ins. ;  42ins  overall, 
*6  Lights  in  Arms:  5  Lights  in   Basket 


(F)  898 

ELECTROLIERS. 


on.Moi.i-. 


Prices    nn     NOT    lxcuni:    Lamps, 
Lampholders,    Shades    or    Candle    Fittings. 


Sialic 

1   6th  &  18th 

l"i  i.i.  Size. 


V 


^B*^ff 


F 

25999 
HUGO. 

3-Light 

95-  each 

Spread 
Wins. 

6-Light  . 

1 35/-     .. 

18m".. 

2-]     . 

300/-     .. 

Louis  XV. 

24     • 

SCA 

Ll. 

1  8th  Full  S 

F  25997 

DTU.VXI). 

1  50  -  each 
L<  iuis  XV  Spread,  I2in^ 

Length.  24in*.  over  all. 
Scale  1  6th  Fuli    Sizt. 


B        ets  (o  match  ai ■■■■■  i        ■        ges  81G  anil  817. 


Scale 

1    8th 

l-ri.i.    Sizrc. 


899  (F) 

ELECTR(  )LIERS. 


OR.MOU'. 


l*iti<  :es    do    n<  >t    i.ntm  di;    Lamps, 

LAMPHOLDfiRS      OR      CANDLE      FITTINGS. 


■'-  iijiV"i 


I 


F  26000 

MILLET. 

6-Light 

350  -  each 

9-Light 

400-      ., 

Louis  XVI. 

Spread 

21ins.  ;  Length.  42ins.  over  .ill. 

Fin  Bracket  to  match,  see  page  821,  F  24465 

F  26005 
FONTAINE. 

6-I  ighl  ...        1 75/-  each 

Empire  Style. 

Spread,  Bins      Length,  30inv  ovei  all 


F  26001 

BOUGXJERA.XJ. 

6-Light  350/-  each 

L s  XVI. 

Spread,  20ins. ;  Length.  30ms.  over  all. 
For  Bracket  to  match,  see  page  821.  F  24461  . 


(F)  90U 


ELECTROLIERS. 

LOTUS    XIII     ..V.    XIV. 

OKMOLT'. 

PKICES      1>0      NOT     ISCLIDE     LAMPS, 
LA.MPHOLDEBS      OK      t'AMll.H      FITTINGS. 


Scale 
1/6th 

Fri.1,  Sizi 


F  2601 1 
CHICOT. 

350/-  each 

Louis  XIV. 

Spread,  20ins.  ;    Length,  42ins,  over  .ill 

2-Light   Bracket  to  match. 

1  30/-    each. 


F  26013 

MANET, 

3-l.ight        ...        300  -   eacl) 

B-Lighl  400-       „ 

Louis  XI\ 

Spread,  15ms.  :    Length,  42ins.  ovei  all. 

2-Light  Bracket  to  match. 
140/-  each. 


!-»<  ai.i: 

1  8th 

Futjl  Size, 


901  (F) 

ELE(  TU(  )LIERS. 


WROUGHT  EROX. 

FOR  CHURCHES. 

Prices  do  not  ixclide  Lamps. 
AMi'iiiiLiiKus  on  Shades, 


F  26032 

ST.    MALO. 

30  -  each 

Spread.  I5in-. 
I  ength,  48ins  over  all. 


F  26034 
ST.    JOHN. 

4-Light  35/.  each 

Spread,  I5m- 
Length,  48ms.  over  all. 


F  26035 
ST.   peter. 

3-l.ight  1  7/6  each 

5-I.ight  25/-       „ 

Spread,  I2ins. 

plete  wiiii  (  Viimg  Plate, 

lnil  not  Cord 


<F)  902 

ELECTROLIERS. 

FOR    FILL    SIZED    BILLIARD    TABLES. 
POLISHED    liliASS    OR    WROUGHT    IRON-. 
Prices    hu    not    include    i,ami>. 

LAMPROLDERS     *>l;      SHADES. 


Scale 

Appro*.   1  32nd 

Fi  i.i.    Size. 


6-Light 


F  261 01 

SAVOY. 

Wrought  Iron. 

65/- 

Length.  60ins.  over  all. 


Polished  Brass. 
92  6  each 


Prices  include  Lengthening  Rods  under  S 


6-Light 


F  261 03 
PICCADILLY. 

Wrought  Iron.  Polished  Brass. 

90  -  120/-each 

Length.  60ms.  over  all. 


6-Light 


F  261 05 

WALDORF. 

Wrought  Polished  Brass. 

80/-  107/6each 

!  ei  ."     '  3  ei  all. 


20in.  Cardboard  Shades  with  Wire  Frames  1/9 

20in.  ..  3in.  Fringe  6/- 


.^e  685. 


Sc  AI,K 

Approx.    1   32nd 

Kill  Size. 


903  (F) 

ELECTR(  )LIERS. 

Fob  FILL  SIZED   ltll.I.IAUl)  TABLES. 

POLISHED    BRASS    AND   OTHER 
FINIS  I I1CS. 

prices   ii"  not  include  lamps,  i  .ami  iii  n.l  i) shs 
or   Shades,   except   where   specified. 


X^ 


F  261 07 

ROYAL. 
Polished 

Biass 

210/- 

Length.  60ins.  oi  er  all 


Oxidized 

i  topper. 

245/-  each 


Prices  include  Lengthening  Rods  under  Shades. 


F  261 09 
REECE. 

16/-  each 

Polished  Brass. 

With20in.  Cardboard   Shade 

I  Ol    13  Lights 


F  26111 

STEVENSON. 
42/6    each 

Polished   Brass, 

With  20in.  Best  Silk  Shade,  lined 

White   Parchmenl 

Tor  1-3  Lights 


F  26113 

GRAND. 

Polished 
Brass. 


Oxidized 
Silver. 


6-Light         ...       160/-  ...         200/-each 

Length,  60ins.  over  all. 


Kxtras : — 

20in,  Cardboard  Shades,  with  Wire  Frames,  1/9  each. 
20m.  Best  Silk  Shades,    lined  Parchment,   20/- 


For  Galleries,  see  page  685. 


(F)  904 

ELECTR(  )LIERS. 

FOR    FULL    SIZED    BILLIARD    TABLES. 

POLISHED    BRASS    AM)    OTHER     FINISHES. 

prices     i><»     not     include     lamps, 
Lami'Uoi.iicks    ok    siiai>i-;>*. 


Scale 
Approx.  1  32nd 

F  U.I,  Size. 


F  26115 
<   LAJRIDGES. 


Brass, 
270  - 


■     ■ 

300  - 


ixidized 
330  -  each 


I  ,  ngth,   60ins,   ovei   all. 


Li  ! !   i  -       di      Shades 


6-Light 


F  26117 

CECIL. 

Polished  Brass 
360  - 

Length,  60ins  over  .ill 


i  Ixidized  Silvi 
460  -  each 


6  Light 


F  26119 
BIT/;. 

Polished  Brass 
420'- 

60ins.  ovei    .ill 


i  ij  idized  Coppi 
480  -  each 


I  VI  ic  \> 
20m.   Kim    s,ii.    Shades,   lined   Parchmenl 


20/ -  eat  I 


■      G;  llei  ies,  see   page  685. 


1/6th 


905  (F) 

STANDARDS. 

FOR  THE  TABLE 
POLISHED  BRASS. 

Prices    do    NOT    ixclibe    Lamps, 
Lami'UOLDbrs,    Carriers     or     Shades. 


F  26201 

MOXTACilE 
Stand  only  3/9  each 

Height,  lOiins.  to  Nipple. 
8in.  Florentine  Shade,  47-  each 


^m 


F  26203 
DOGBERRY. 

Stand  only  4/-    each 

Height,  12ins.  to  Nipple 
9in.  Silk  Shade,  5/6  each 


F  26205 

CAPULET. 

Stand  only  4/3  each 

Height,  12ins.  to  Nipple. 
9in.  Silk  Shade,  5/6  each 


F  26207 

OTHELLO. 

Stand  only  4/3  each 

Height,  12ms.  to  Nipple. 
Shade,  -/s  each 


F  26209 
BAGDAD. 

Stand  only  5/.    each 

Height.  81ns.  to  Nipple. 
8in.  Florentine  Shade,  3/9  each 


F  26211 
MARGARET. 

Stand  only  g/6  each 

Height.  12ins.  to  Nipple. 
lOin.  Silk  Shade,  6/-  each 


For  Price*  oi  Shade  Carriers,  *ee  page 


(F)  906 

STANDARDS. 

FOR  THE  TABLE. 
POLISHED  BRASS. 

Prices    do    NOT    isclvde    Lamps,    Carriers, 

LAMP1IOI.DERS      OR      SHADES. 


SCALU 

1/6th 

FlI.I.     SIZ1 


Extra  (nr  I  Ixidized  Silver.  20  percent.  :  I  ixidized  Copper,  10  percent. 


F  26215 

DESDEMONA. 

Stand  only  6/6   each 

Height,  14m*.  to  Nipple. 
9in.  Silk  Shade.  9/-  each 


^-Jjg-^ 


F  26221 

SHVLOCK. 

Si lonl'  14/6each 

Height,  lZins  to  Nipple. 
lOni.  SiM   Shade,  5/-  each 


t 


F  26217 
ROMEO. 


Stand  only  7/6  each 

Height.  12ms.  to  Nipple. 
lOin.  Parchment  Shade.  3  6  each 


F  26223 

JULIET. 

Stand  onlv  1  5/- each 

Height,  I3ins   to  Nipple. 
lOin.  Sill.  Shade,  5  -  eai  h 

Foi  Prii  es  ol  Shade  Carriers,  see  page  686. 


F  26219 

COXSTAXCK, 

Stand  onlv  9/-  each 

Height,  9ins.  to  Nipple. 

9m.  Silk  Shade.  5/-  each 


^  -^*-' 


F  26225 

MACBETH. 

Stand  only  16/- each, 

Height.  lZins.  to  Nipple. 
lOin.  Silk  Shade.  7'6  each 


S«    -VI. K 

1/6th 

Flu.     SIZE. 


907   (F) 

STANDARDS. 

FOR    Till:    TA.BXJE. 
POLISHED    BRASS. 

Prices    im>    not    in,  ,,,  ,,,     lamps. 
Carriers,    i.a.mi lders    <>n    Shades. 


1   '■"■'     "  '  "-"''  i  cl  Sih  •  i   20  pei  .  enl      l  ixidized  Copper,  10  pei  ,  n  | 


F  26226 

MACAULAV 
Stand  only  6  -  each 

f  li  ight,  12ins.  to  Nipple. 
P        menl  S    idi    2  6  eai 


F  26229 
RTJSKXN. 

Stand  only       ...  10  6  each 

Height,  llins    to  Nipple. 
9  i    Silk  Sh  ide,  5/6  each. 


F  26227 

DICKEXS. 
Stand  only  13  6  each 

Hi  ight,  lOins  to  Ni| 
9in.  Silk  Shade  s/S  eai  h 


F  26228 

THACKERAY, 
Stand  only  9,6  each 

I  leight,  lOins  to  Nipple. 
I  'archment  Shade,  2/6  each. 


Foi  Prii  es  ol  Shade  l  .nuns,  ee  page  6EG 


F  26230 

BURNS. 

only  9/-  each 

I  leight,  llins   to  Nipple. 
Bin,  Silk  Shade,  5/-  each. 


(Fl  908 

STANDARDS. 

FOH    TIIK    TABLE. 
POLISIIKl>    BRASS. 

Prices    do  NOT   ixcui>i:   Lamps.  Carriers. 

L&MPHOLDERS      OR      SHADES. 


Scale 
1    6th 

Fl'IJ.     SlZK. 


F  26235 

GEM. 

Stand  only  5/-  each 

Height,  llins.  to  Nipple. 
8in.  Florentine  Shade,  4/- 

F  26236 
BIJOU. 

Stand  only  3/9  each 

Height,  8ins.  to  Nipple. 


F  26237 
ATHEXS. 

Stand  onlv    ...    4  3  each 

Height.  81ins.  to  Nipple. 

F  26238 

PIBAEt'S 

10/6  each 

Height.  13ms.  to  Nipple. 

9in.  Silk  Shade.  S/6  each 


F  26239 

WKEATH. 

Stand  only  1  O/-  each 

Height,  12ins.  to  Nipple. 

F  26240 

Stand  only    .       1  5  -  each 
Height,  Hiins.  to  Nipple. 
lOin  Silk  Shade.  5/6  each 


l  ,.i  Prio        Shade  '  'arriers,  see  page  686, 


;i( ill  (F) 


SCALE 

1/6th 

l"l  I.I.     Sizi 


STANDARDS. 

FOE    THE    TABLE. 
WROUGHT    IRON. 


A 


Pricks    do    not    include    Lamps. 
<  Carriers,    L<v.mpholdbrs    oh    suai 


\ 


F    26247 
RHODESIA. 

7/6  each 

Height,  14ins.  to  Nipple. 

9in.  Silk  Shade.    9/-  each. 


F  26253 

GXOMK 

Wrought  Iron.   1  5/-    each 
Antique  Brass,  22/6    ,. 

Height.  15ins.  to  So  ini  i 
Silk  Shade.  3/6  each. 


F  26249 

lll'U   "WAYO. 
1  2/6  each 

Height,  13}ins.  to  Nipple. 
9in.  Silk  Shadi>.  10/6  each. 


F  26251 

KIMBERLEY. 

1  5/-  each. 

Height.  lOins.  to  Nipple, 

9m.  Silk  Shade,  10/6  each. 


F  26255 

AUCKLAND. 

Wrought  Iron  21  /-  each 

I  I'lght.  14ins.  to  Nipple. 
10m.  Sdk  Shade,  6/-  each. 


F  26257 

TRINIDAD. 

Wrought  Iron  25/-  each 

Height,  14ins.  to  Nipple, 

10in,  Shade.  71-  each 


For   Prices  of  Shade   Carriers,  see  page  686 


(F)  910 


STANDARDS. 

FOR    THE    TAHI.K. 
POLISHED    BRASS. 

Prices   i>o   not   inch'ih-:   Lamps.  Cakrii£us 
LAML'iioi.])i:ifs    or    Shades. 


1/6th 

I'n.i.Si/.i:. 


F  26267 
IIAINA.lI/r. 

Stand  only  22/6  each 

Height   13ins.  to  Nipple, 
gm-  Silk  Shade,  5'-  each 


F  26269 
CLEVES. 

Stand  only  25/-  each 

I  leight.  I5ins.  I"  Nip]  ile< 
9m   Sill   Shade,  5/-  i  ai  h 


F  26265 

FORMOSA. 

Stand  only  ...       207-  each 

Height,  I2ins.  to  Nipple 
Sin   Silk  Shadi  .  s,'-  eai  li 


F  26271 

VK1JNKY. 

Stand \  21/-  each 

Height,  13ins.  I"  Nippl 

Bin.  Silk  Shade,  10/6  each 

r  ,,i  Prices  i  'I  Shade  '  'an  iers  see  i  iage  686 


F  26263 

BANQUO. 

Stand  only  1  7/6  each 

I  leight,  K  in--  i"  Nipple 

9in.  Silk  Shade,  10/6each 


F  26273 

VIOI.A. 
Stand  only         ...         22/-  each 

I  leight   i  lins  to  Nipple 
lOni   Silk  Shade,  6/-  eai  h. 


911  (F) 


1/6th 

Full     Size. 


STANDARDS. 


FOR    THE    TABLE. 

POLISHED    AM)    GILT    COLOR    BRASS. 

Prices    do    not    ixclude    Lamps.    Carriers. 
Lampholders    or    Shades. 


Extra  for  Oxidized  Silver,  20  per  cent. 
Oxidized   Copper,  10  per  cent. 


m 


F  26277 
IACHIMO. 

20  -  each 

Polished  Brass. 

Height,  10ms.  to  Nipple. 

lOin.  Silk  Shade.  5/-  each. 


F 26283 

25,  -  each 
Polished  Brass. 
Height.  lljins.  to  Nipple. 
lOin.  Parchment  Shad.,  3/9  eai 


fi\ 


F  26279 

BENEDICK. 

Stand  only       ...       45/-  each 

Polished  Brass. 

Height.  16ins.  to  Nipple. 

lOin.  Silk^Shade.  s/- each 


F  26281 

ORINOCO. 

Stand  only  37/6  each 

Rich  Gilt  Color  Brass. 

Height,  lOins.  to  Nipple. 

lOin.  Silk  Shade,  a/-  each. 


For  Prices  ol  Shade  Carriers,  see  page  686. 


F  26285 

PEVANG. 
Stand  only  26  6  each 

Polished  Brass. 
Height,  13ins  to  Nipple. 
10m.  Parchment  Shade,  3/9  each. 


(F)  912 

STANDARDS. 

l'Oli    THE    TABLE 
VARIOUS    FINISHES. 

Prices    do    NOT    include    Lami's,    Cakru 
Lampholdebs,    Camilks,    ok    Shaijes. 


Scale 
1/6th 

Fixl    Size. 


F  26291 

KIA'IT. 

1  7/6  each 

Brass,  Sanded  Finish. 

Height  lO&ins.  to  Sconce. 


F  26295 

VKJLIl'S. 

20/-  each 

Brass,  Sanded  Finish. 
Height,  8ins.  to  Sconce. 


F  26293 
CHESTER. 

Stand  only  ...  27/6  each 

Antique  Brass 
I  [eight,  I8.!iins.  t"  Nipple. 


9in.  Silk  Shade 


4/9  each. 


F    26297 

SEDAN, 

Stand  only     ..    25/-  each 


I  'olished  Brass. 
Height.  I6ins.  to  Nipple 


lOin.  Parchment  Shade 


3/9    each 


Foi  I'im  es '  't  Shade  l ' irs,  see  page  ( 


F  26299 

STROMBOLI, 

Stand  only         22/6    each 

Polished  Brass, 
I  [eight,  191ins.  I"  Nipple. 

lOin.  Fancy  Silk  Shade        ...        15/-  each 


s<  ai.h 
1/6th 

Fi  i.i.  Size. 


913  (F) 

STANDARDS. 

FOR    THE    TABLE. 

ORMOLU. 

Prices  i><>  N<  >t  lMi.im:  Lamps.  Carriers. 
Lampholders  oh  Shades. 


F  26305 
FROtiMORE. 

Stand  only         45/-  each 
Height.  12ms.  to  Nipple. 
6in.  Silk  ShadK.  9/6  each 


F  26307 

DALMENY. 

Stand  only  ...    60/-  each 

Height.  13£ins  to  Nipple. 
10m.  Sdk  Shade.  8/6  each 


F  26309 

RYSWICK. 

18in.  Stand  and  Carrier  only 

47/6  each 
24in.  Stand  and  Carrier  only, 

95/-  each 
Heights  are  to  top  o!  Shade 

Ornament  i 

8m.  Sdk  Shade.  1<J/-  each 
12in.  Silk  Shade.  15/-     .. 


F  26311 

MAYFAIR. 

Stand  only        60  -  each 
Height.  13ins,  to  Nipple. 
lOin.  Silk  Shade.  6/-  each 


F  26313 

BADKX. 

As  an  Electric  Candlestick  only,  35/-  each 
With  Shade  Carriers,  as  shown.  42/6 
Height.  8ins.  to  Sconce. 
7in.  Silk  Shade.  8/6  each 


F  26315 

HOIRGES. 

Asan  Electric  Candlestick  only.  37/6each 
With  Shade  Carriers,  as  shown,  45/_ 
Height.  8Jins.  to  Sconce. 
Handkerchief  Silk  Shade.  6/-  each 

For  Prices  of  Shade  Carriers,  see  page  686 


F  26317 

ArVERGXK. 

Asan  Electric  Candlestick  only,  40-  each 

With  Shade-  (  larriers,  as  shown,  47/6 

Height,  llins.  to  Sconce. 

Handkerchief  Silk  Shade.  8/6  each 


(F)   914 

STANDARDS, 

FOB    THE    TABLE. 
ORMOLU    A.X1)    GLASS. 

Pkices    do    NOT    include 

Lami's    <>i;     LamphOlders. 


SCALE 

1/6th 

Fill    Size. 


F  26321 
DIOCLES. 

5l 
57,6  each 

Rich  I  'm  I 

. .    i 


F  26323 

ALCIDAS. 
rrier  only,  1  20/-  each 

I  'rniolu. 
Height,  29iin-  t"  Nipple 

18m.  Silk  Shade.  18/-  ' 
For  2  !<i  3  Lamps. 


F  26325 
CHLAJROX. 

Sl.iTlil   .mil    lUin.  Shade. 

1 10  -  each 

Hand  Etched  Glass,  with  light  reflected  inside 
body,  as  well  a-  Shade,  giving  pleasing 

Height,  22ms  ovet  all. 

I  01    2    Lamp-. 


Shade  Carrii 


913  (F) 


h<  :ali: 
1/6th 

Full    Size. 


tand  only, 


sh 


F  26335 


F  26335 

DELAGOA. 

Polished    Oxidized    Oxidizr-rl 
Brass.         Copper.         Silver. 
3/3         3/9         4/3  each 
f  [<  ight,  7ins.  t<i  Nipple. 
8in.  Shade  3/6  each 

F  26336 

Polished      Oxidized     i  Ixidized 
Brass.         Copper.        Silver. 
Stand  only,     4/-  4/6  5/- each 

Height,  llins.  to  Xipple. 
9in.  Shade  4/-  eacii 


STANDARDS. 

KOlt   THE  TABLE 

CAX    ALSO    BE    USED    AS    BRACKET! 

POLISHED    BRASS. 

PRICES     DO      NOT      INCLUDE     LAMPS.      CARRIERS, 
LA\fPHOLDERS     OH      SHADES. 


F  26337 
ALGERNON. 

Stand  only  7/6  each 

Height  14ins.  to  Nipple. 

4/9  eai 


F  26341 
BRUSSELS. 

Stand  only  11/-  each 

Height,  12ins.  to  Nipple. 
9in.  Silk  Shade,  with  Canting  Frame 


«  *4^* 


\  ~  —* 


F  26345 
CHATSWORTH. 

Slant!  'inly,  without  -witch. 

1  5/-  each 

Complete  with  switi  h    1  9/-  each 

Height,  lOiins.  to  Nipple. 

9in.  Silk  Shade,  with  Canting  Frame, 

4  9  each 


G^-7 


F  26343 
GROSVEXOR. 

Polished    Oxidized    i  ixidized 
Brass.         Copper.         Silver. 
Stand  only.  1  1/-         12/6       14, -each 
Height,  Hms.  1. 1  Xipple. 
9in.  Silk  Shade  4/9  each 


F  26339 
A.TAX. 

Stand  o  ily  8'-   each 

Height  12ms.  t.i  Nipple, 
Silk  Shade  4/3  each. 


F  26347 

BELLAIRS. 

Stand  only  32/6  each 

Height,  14ins.  to  Xipple. 

9in.  Sdk  Shade     ...     4/9  each 


Fur  Prices  of  Shade  1  Carriers,  see  page  £ 


(F)  916 

STANDARDS. 

smim;   pattbkn. 
varkh's  finishes. 

Prices  i»<>  not  include  Lamps, 
LampholdeRS,  C'ahij[i:i:w.  i>r  Shades 


SCALK 

1/6th 

Full  Size, 


F  26355 

VERE, 

Polished  Brass. 

Stand  only     .  1  2/-    each 

Fancy  Shade.  1  /6  each. 


4 


F 26357 

ZENITH, 

Polished  Bra-**. 

Stand  and  Swivel  Reflector, 
with  Switch, 

307-  each 


F  26359 

MKT1X1R. 

Polished   Brass. 

Stand  complete  with  reflector, 
Knuckle  joints  and  Switch. 

27/6  each 


F  26361 
TOUCHSTONE. 

Polished  Brass 

Stand  only  226  each 

9in.  Silk  Shade  5/-  each. 


F  26363 

ORLANDO, 

Polished  Co] 
Stand  and  Electric  ' 
13/6  each 


F  26365 

PIANOLO. 

Polished  Brass. 

Stand  only  21/-  each 

Suitable  foi  Upright  "i  Grand  Piano  or  Desks 

Silk  Shell,  lined  White,  3/6  each 


F  26367 

ItAUDOI.PII. 
Antique  Brass. 
16'-  each 


Fm  Prices  <>t  Shade  Carriers,  see  page  686. 


1117  (F) 


H<  -.VI.K 

1/6th 

I-M  i.l.  Siy.i:. 


STANDARDS. 

ADJUSTABLE    and    SLIDING. 
POLISHED    H14A.SS    AND    IRON. 

Prices    i><>   not   ixciode  Lamps. 
Lampholders   <>k   Shades. 


F 26372 

DHAICHTSMAN. 

Stand  only  -|  0/6  each 

Heavy  Pattern. 

Switch  holder,  1/6  each 

9in.  Shade      ( 
Green  Opal   f 


F  26375 

DKXTAL. 

Stand  only         -J  7/6  eaoh 

Nickelled  Reflector, 
4/6  each 

Lampholder,  -/10  each 


F  26376 

MHUCIIaXT. 

10/6   each 

Polished  Bra^s  Telescopic 
Standard. 

Minimum  height,  14iins. 

Maximum       „        2(Hins. 

Reflector  extra 
(see  F  22026-9 


F  26377 
SWIVEL. 

Stand  only     .         1  Q/g  e^h 

Opal  Shade,  -/6  each 
Lampholder  -j7h  each 


(F)  918 

STANDARDS. 

ADJUSTABLE    A>»    SLIDING. 

POLISHED    BRASS    AM)    WROUGHT    IKON. 

Prices    i»>    NOT    ixclvdk    Lamps. 
I.AMriioi.ma;*    ok    Shades. 


Scale 
1  /6th 

Fill     Size. 


F  26387 

MONTROSE. 

<  'in  - 
Stand  only  60-  each 

Silk  Shade  8/6  eai  h. 


F  26389 

IIADDOX. 

Polished  Brass. 

Stand  only    25/-  each 

Height  adjustable  irom  18  to  28ms. 
Switch  in  base. 

9in.  Silk  Shade  5/-  each. 

Tilting  Carrier         ...        2/- 

I  specially  suitable  lor  Toilet  Tables. 


F  26393 
CLICK. 

Polished  Brass         4/-  each 

Tap  Switch  foi  use  with  any  ol  our 
Standards  oi  Brai  kets 


F  26391 

CHEVAL 

Polished  Brars 
Stand  only        27,6  each 

Silk  Shell         ...         3/6  each. 
Iin\  ersal  Mi  n  en  ent. 


SCAI.H 

1    6th 

Flu.    Sizi:. 


919  (F) 

STANDARDS. 

FOB     PIANOS    OR    DESKS. 

POLISHED     I1KASS. 

Pkices     i>i>    MIT    iMi.rriK    LAMPS. 

I-AMI'IIIII.DKKS      OK      SlIAHKS. 


F  26401 
HO  YD. 

Polished  Brass. 

Stand  and  Swivel  Joint  only 

30/-  each 

Silk  Shell     ...     3/6  each 


F  26403 

BRIXSMEAD. 

Polished  Brass. 

Stand  only.    1  6/-  each 
7Jin.  Silk  Shade.  5/6  each. 


F  26405 

BRAKI). 

Polished  Brass. 

St. .ml  and  Swivel  Joint  only, 
1  8/-  each 

Sill,  Shell  3/6  each 


F  26407 

BROADWOOD. 

Polished  Brass. 

Stand  with  Swivel  Joint  only. 

32/6  each 

Can  be  used  for  Upright  or  Grain! 
Pianos. 


Silk  Shell 


3/6  each. 


F  26409 

CHAPPEL. 

Polished  Brass. 

Stand  only  1  2/6  each 

Silk  Shade     ...     3/6  each. 


(Fl  920 

STANDARDS. 

FOR    DESKS. 
POLISHED    BRASS. 


Scale 

1/eth 

I"l  I.I.     SlZl 


Pricks    i>o    NOT    ixci.1111:    Lamps, 
Lampholdkks    or    Sii.vi>i*:w. 


I    ,   i  legible  Tube,  fitted  to  the  Standards  illustrated  belou  are  fa,  - rioi  to  others  sold  elsewhere,  as  the>  maintain  their  rigidity  in  spit onstant 

use,  and  are  always  nexible. 


F  26421 

DUOFLEXO. 


Polished 

Brass. 


Oxidized 
Copper. 


( >xidized 
Silver. 


Stand  and  Flexible  \ 

Anns,  each  Wins.   -13/6 


15/-      16/6  each 


Projection 

Galleries  and  Green  and  White  Glass  Shells, 
2/-  each  extra. 


F   26422 

GLOWOEM. 

12/6  each 

Polished  Brass  Klexo  Standard. 

15ins  high      Weighted  base. 

Reflei  toi  extra     ee  F  22026-9 


Same  Standard  as  one  opposite,  with 
Ann  in  different  position. 


Light  Pattern. 

Height,  16ms.  toi 
Nipple  .    Bas  ■   ,- 

6ins.  I 


F  26425 

FLEXO. 

Polished      I  txidized      '  ixidized 
Brass,        Copper.         Silver. 


8  6 


9/6 


1  O  6    each 


I  leavy  Pattern, 

I  [e  ght.22iins.  to1) 
Nipple  Base,  J- 
7ins,  J 


F  26426 

Polished     l  ixidized      '  ixidized 
Brass,         Copper.         Silver, 

16  -       17  6        19/-  c 

Shell  extra 


nch 


921   (F, 


Scale 
1   6th 


STANDARDS. 

FOR    THE    OFFICE. 
POLISHED    BRASS. 

Prices    i><>    not    include    Lamps, 

LAMPDOLDEBS,      GALLEKIES      i>U       SHADE! 


F  26427 

TROPOLITAX. 

Polished  Br.i" 
Stand  only,  f-in.  Tube  ..    "|  S/_  each 

Height.  20ins.  to  Nipple. 
lOin.  (  ipal  Shade  ..  6d.  eai  li 


DESK. 

Polished  Brass 

Stand  only,  Jin.  Tube    ■]  3;.  each 

Height.  20ins.  to  Nipple. 

I 1  si  rew  to  Desl 

lOin.  Opal  Shade  6d.  each 


F   26431 
BULL. 

Stand  only  f  f  j_  eaeh 

Height,  16ins.  to  Nipple. 


F  26433 
LIFE. 

s,a "y  11/- each 

Height,  24ins.  to  Nipple 

Tn  Screw  to  Desk 


F  26437 

Gl'ARDIAX. 

Stand  only  1  2/6  cacb 

Height,  I6ins,  to  Nipple. 

To  >i  rew  t<  i  I  >i  ~i 


lOin.  White  Opal  Shades  ..  6d.  each.  Green  and  White 

I  hi  Shade  Carriers  and  Top  Kintals.,  see  page  686. 


1/4  eai  h 


,|F)  922 


STANDARDS. 

FOB    Till-:    OFFICE. 
POLISHED    BRASS. 

Prices    i>o    NOT    include    L.vmi*. 

LaMI'IIOI.DHUS.      GaU.EHIES      OR     SHADE! 


Scale 
1/6th 

Fill    Size 


F  26439 
GLOBE. 

Stand  only  20/ -  each 

To  screw  In  Desk. 

Height,  16ins  to  Nippli 

Gallery,  2/9  each 


F  26441 

MUTUAL. 

Stand  only,  27/6  each 

To  screw  to  Desk. 

Height,  24ins.  to  Nipples. 


F  26443 
OCEAN'. 

Stand  only        ...        1 5/-  each 

Height,  13ins.  to  Nipple. 

( iallery,  3/6  each. 


lOin.  Opal  Shades,  6d.  each.  Shade  Ornaments,  7/6  do* 

For  Shade  i  )arriers  and  Finials,  see  page  686. 


SCAJLK 

16th 

Fill  Si/,i 


I 


923  (F> 

STANDARDS. 

FOlt    BANKS   A;.  IXSlliANCK 
OFFICES. 

POLISHED    ltRASS. 

Prices    i><>    NOT    ixclcdk    Lamps, 
Lamphou>ers     Oil     SHADES. 


F  26447 
AMK'AllI.K 

Stand  only.  2-Light       ...       307-  each 

Spread.    20in>. 
Height,  26ins.  to  Nipples. 

F  26448 

<  >pai  Shades  and  Canting  Carrier?, 
1  2/-  each  extra. 


F  26449 

N  EAV    MERCA  NTI UE. 

Stand  only,  1-Light     ...        40  -  each 
..        ..      2  1  47  6      .. 

Heavy  Cast  Brass. 

Spread,  20ins. 

Height,  24ins.  to  Nipples. 


Supplied  in  Real  Bronze  at  20      extra. 


(P)    924 

STANDARDS. 

FOK    BAJVKS    AM)   INSURANCE 

OFFICES. 

POLISHED    BRASS. 

Prices    i><>    nut    include    Lamps, 
Lampholders    ok    Shadrs, 


Scale 

1/6th 

vi  i.i.  Size. 


-•"•ilSi^ 


F  26455 

1!AK('I,AY. 

Solid   Cast  Brass. 
Stand  only,  1-Light  ...    57/6  each 
„      2-Light  ...     65/-       „ 

Height,  30ins.  to  Nipples. 
Spread.    20ms 


Supplied  in  Kt-al  Bronze  at  20',,  extra 


F  26457 
l)Kl  NIMONl). 

Solid   <\t*t  Rra-s. 

Stand  only,  1-I.ight   ...    65/-  each 

..       ..    2- L.ght        75/.     „ 

Height,  30ins.  to  Nipples. 
Spread,    20m-. 


1/8th 


925  (F) 

STANDARDS ^ 
DESK     RAILS. 

FOR    THE    OFFICE. 
IJOI,ISIIED    BRASS. 


Pricks  ih»  NOT  ixclidi-;  Lamps, 
l,AMri[i>].i»]:its  OB  Shades. 


F  26461 

EXCHANGE. 

Z-Light,  Stand  only  40;_    each 

Height.  30ms.  to  Nipple. 

Pair  of  Pillar  with  Cross-bar. 

20/-    per  pair. 

1-in.  Polished  Brass  Rail  with  Iron  Core, 

7d.    per  ft. 

lin.  Polished  Brass  Rail  with  Iron  I  ... 

9d.   per  ft. 


F  26463 
EQUITABLE. 

2-Light.  Stand  only        ..        20'-    each 

Height  30ins.  to  Nipple. 

Pair  ol  Pillars  with  Cross 

22'-    each  pair. 

|-in.  Brass  Rail  with  Iron  Core. 

7d.   per  ft. 

lin.  Brass  Rail  with  Iron  <  lore, 

9d.  per  ft. 


(Fj  926 


TABLE 
DECORATK  >XS. 


1  6th 

Fci-r.    Size:. 


OKMOLV     AM)    SILVKU-PLATi:!) 


Prices    i>o    NOT    incxude    Lamps, 
Lampholders    or    Candle    Fittings. 


g         VI    1 

fill  m 

ns^H 

1 

^^^WflB-                       *'>*' 

md 

k^M^^^»^*fcj£ 

F  26475 

STAC. 

For  Centre  of  Table. 
1-I.ight,  3  Flower  Vases. 


F  26476 

For  Corners, 
1  Light.  1  Flower  Vase. 


Straw  '  Ipalescent 
l  llass 

25/- 


Rich  Cut 
I  i  j  stal  Glass. 


32'6  each 


Straw  i  Ipalesi  '-nt 
Glass. 

12/6 


Rich  Cut 
<  :rystal  Glass 

15  -  each 


F  26481 
GLADE. 

For  Centre  of  Table. 

3-Light.  4  Flower  Vases. 

Straw  Opalescent  Rich  Cut 


F  26482 

For   '    ■  ■::.'■■  - 

Flower  Vase  only. 


i  ilass 
37  6 


<  Crystal  '  '.lass 
45'-  each 


Straw 

Opalescent 

i  llass 

6/6 


Rich  Cut 

( 'rvstal 

Giass. 
7/6  each 


m. 


Brass. 
70/- 

5-Light 

Polished 

Brass. 

100  - 

Spread 
Height 

I. men    Shades,     8d.     each 

extra. 


13iin< 
22ms. 


F  26485. 

The  Illuminating  Cloth  is  used  as  an  ordinary   underfelt.  and   is  placed 
undei  the  white  tablecloth.     The  article  to  be  lighted  can  be  placed  any- 
where on  the  lighting  surface  and  connected  to  the  current  on  pressing  the 
needle-pointed  connector  through  the  cloth. 


F    26489 

Ai{rM)i:i.. 

3-I.ight. 

Polished  Electro] 

Brass  Plate. 

82  6         11  2/6  ea. 

5-Light 

Polished  Electro] 

Brass  Plate 

112  6        1  52/6  ea. 

Spread         ...         12ins. 
Height         ...         2lins 

SUk    Shades,  4/-  ea«  h 
extra 


927     F 


S(   ALK 

1    6th 
l"n. i.    Size. 


TABLE 

DEC(  )KATI(  )XS. 

SII.VKIi     PLATED. 

Prices    do    not    include 
AMI'S     I  Hi     Lampholdhrs. 


F  26491 

FLORA. 

Silver  Plated. 

150/-each 
Rich  Cut  Crystal  Glass. 
Clip  Silk  Shades      ...       -|/g  rach  extra. 


F   26493 
LTJCUXX.US. 

Silver  Plated. 
2-Light  90/-  each 

Crystal  Dish. 

Tray  rilled  with  Mirror. 

Clip  Silk  Shades       ...      2/3  each  extra. 


F    26495 
COI'IA. 

Silvei  Plated. 

4-Light        125'-  each 

Bowl  Gilded  Inside. 

Tray   fitted   with   Mirror,  through  which 

the  4  Lamps  project. 


IF)  928 


DWARF 
STANDARDS 

FOR    THE    FLOOR. 
TELESCOPIC. 

Prices  no  NOT  include  Lamps. 

Lampholdkks  ok  Shades. 


1   6th  &  1   9th 
Flu.  Size. 


F  26498 

BODMIX, 

Bra  60'-  each 

Extra:    Shade  ''.nun,    1/-  each 
20in.  Linen  Shade,  12/6 


F  26496 

SYLVAN. 

Polished  Brass  .  1  50  -    each 

Silver  Plated  200  -      „ 

Height, 
Scale  1 /8th  Full  Size 

Extra:  Shade  Carrier,  Polished  Brass,      1/-  each 
Silver  Plated,     2/- 

I8in.  Silk  SI  25/- 


Flooi     Standards     are 
shorter    than     usual    am! 

-r  i  tally    suitable    i<>i    pi - 

behind  Chairs  For  reading  where 
a  Table  Lamp  cannot  be  used. 

1  '9th   I  S 


F  26499 
LAMPETER. 

R  .     i  liii  Coloi  85/-   each 

Extra       Shade  C s,    1  -  eai  i 

20m.  Silk  Shade,  30/-    .. 


929  (F> 


SCALE 

1  9th 
•"ci.i.  Size. 


STANDARDS. 

FOR  Tin-:  floor. 

TKLHSCOI'K  '. 

^VROUGHT    IliOX. 

Prices    no    NOT    include    Lamps. 
Lampholders,  Carriers  ok  Shades. 


F  26507 

40-  each 

FOR     HOSPITALS 

OR    DENTISTS. 

Fnamelled  Iron  Stand,  with 

Adjustable  Nickelled  Flexible 

Tithe  and  Nickelled   Parabolic 

Reflector. 


I 


F  26505 

Ol'TUAM. 

27/-  each 

Wrought  Iron  and  Copper. 

Extras     Shade  Carrier.  1/-  each 

24ui   Silk  Shade,  SO/-  each 


For  other  Silk  Shades,  see  page  952-5. 


F  26509 
MOORE. 
21/-  each 

Wrought  Iron  only. 

Extras  :  Shade  Carrier,  1/-  each 

22in.  Silk  Shade,  40/-  each 


iFi   1130 

STANDARDS. 

FOR  TIIK  FLOOR. 

TELESCOPIC. 

POLISHED  liRASS. 

Prices  i>o  NOT  include  Lamps. 
i.AMi'iioi.i»i:iis,  Carriers,  <>u  Shades. 


s<  :ale 
1  9th 

'II. I.  SIXI 


iM? 


''■ 


' 


V 


F  26513 
COI.I.IM  1WOOD. 

Stand  only       ...  54.  .  each 

Extras  :    Shade  <  Carriers,  1/-  each 

22m.  Silk  Shade,  42/6  each 


F  26515 

KITCHEXER. 

60  -  each 
Extras:  Shade  Carriers,  1/-  eai 
22in.  Silk  Shade,  42/6  each 


I ther  Silk  Shades,  see  pages  952-5. 


F  26517 

ROBERTS. 

Stand  only  75/-  each 

Extras    Shade  Carriers,  1/-  each 

20m.  Silk  Shade,  36.'-  each 


SCAJUE 

1/9th 


lJ31  (F) 

STANDARDS. 

TELESCOPIC. 

Olt    THE    FLOOR. 
VAIUOVS    FINISHES. 

Prices  do  not  in<i.ii>i:.i. amps, 
lampholdebs,  <  auriers, 

<>U    SHADES. 


F 26521 
BUTLER. 

Rich  Gilt  Color  Brass. 

Standon'y       90/-  each 

I  Ktras  -Shade  Carrier.  1/-each. 
22in.  Parchmenl  Shade.  30/-  each. 


F  26526     Stand  only 
F  26527 
F  26525 


Heavy  Pattern. 
os  illustration 


Extras-  Shade  Carrier.  1/-  each. 
20in.  Silk  Shade.  47/6  each. 


<F)  932 


STANDARDS. 

FOR    THE    FLOOR. 
TELESCOPIC 
POLISHED    BRASS. 

Prices    do    NOT    ixclidk    Lamps. 

LAMl'HOLDIiKS,      CARRIERS,      OR      SHADES. 


Scale 
1/9th 

Fi  i.i.  Size. 


F  26529 
(■LIVE. 

Stand  only.  Wrought  Iron        ..  56/-    each 

Stand  only,  Polished  Brass  1  OO  -      „ 

Extras        riers,  1 /- each,  22in.  Silk  Shade  40- 


fl_w&J 


I     i   "ther  Silk  Shade  ;.-■-  952-5. 


F  26531 

MVUAT. 
Stand  only  £i  5  .  o  •  O    each 

Extras  :     Shade  Carrier.  1/-  each 
18in   Silk  Shade  and  Bead  Fringe,  30  -  each. 


SCALE 

1/9th 

Pull    sizi 


F 26535 
SOTDLT. 

Stand  and  Table  only       ,     90/-  each 

Kxtras:  Shade  Carrier,  1/.  each, 

18in-  Silk  Shade  and  Bead  Fringe,  30/-  each. 


F 26533 

BEENADOTTE 
Stand  only       ...        £17      10     0  each 
Extras:  Shade  Carrier, -|/.  each 
18in.  Silk  Shade.  55/-  each. 


933  (F> 

STANDARDS. 

FOR    THE    FLOOR. 

TELESCOPIC. 

ORMOLU. 

Prices  no   xot  include   Lamps, 
Lampholders,  Carriers  or  Shades. 


1      - 

14 


JV^Ti  =0  MS 


>»' 


•oi/ 


n  Maps* 


I  or  other  Silk  Shades,  see  pages  952-5. 


F  26537 

XAPOLEOX. 

Stand  only    ..      1  50/- each 

Extras:  Shade  Carrier,  1/-each. 

20m.  Decorated  S;lk  Shade,  67/6  each 


(F)  934 

STANDARDS, 

VARIOUS    FINISHES. 

FOR     NEWELS. 

Prices    i><>    not    include 
Lamps     or     I.amimk  ilders. 


F  26547 

MONTCALM. 

i    Brass  -|  60/-  each 

i  Hear  01  Muffled  '  ilass 

I  [eighl    Sim-    ovei  all 


F  26545 

HIGHCLIFFE. 

Wrought  Iron      ...      "|  OO/-  each 
Grecian  B >■  "I  50/-     »> 

I.    .    i  ipalesi  ent  oi  Satin-finish  Glass. 
i  I,  ight,  36ins.  over  all. 


s<  :alg 
1/6th 

l-'i  i.i.  Sizii. 


>>v^    - 


F  26549 

KVKSON. 

<  >nn. .1  u  1  1  O/-  each 

i  Jbscurecl  Torch  Globe. 
I  lii-lu,  32  Un^.  over  all. 


935   IF 


Scale 

1    8th 

1'IIJ.     SI3IK. 


STANDARDS. 

WROUGHT    IRON. 

FOR    GATE    POSTS    AM)  VKUAM)AH> 

Prices    i><>    not    include 
Lamps    <>r    Lamphouders. 


F    26553 

RAMXAGH. 

W ght  iron       ...       37/6  each 

i  lomplete  with  8in.  Ground  Globe. 
Takes  1  Lamp. 


F   26555 

GORING. 

52/6   each 

Wrought  Iron. 
Including  Glass  Torch. 
Height,  36ms  over  all. 


F   26557 

GLENTHORX. 

All  Wrought  Iron  1  OO    -     Oilch 

\\  rought  Iron  with  '  ^  tyckl 

Copper  Lantern  ,  l  ^U/-       „ 

Iced,  ( ipalescent  or  Muffled  Gl 

I  leight,  36ins  over  all. 


(F)  936 

STANDARDS. 

VARIOI'S    FINISHES. 

FOR    NEWELS. 

Pricks  i>o  NOT  include 
Lamps  or  Lampholders. 


Scale 
1/6th 

Fi  i.i.  SIZE 


F  26570 
CBCCVA. 

40/ -  each 

Polished  Brass. 

Height,  25-|ins.  over  all. 

Base.  6ins.  diameter. 

Satin   Finish  or 

Opalescent 

Globe. 


F  26576 
ASIA. 

45/-  each 
Wrought  Iron. 

55/-  each 
Antique  Brass. 

Height.  32ins.  over  all 

Base,  5£ins.  diameter 

Cathedral  Glass. 


F  26572 

AMERICA. 

65/-  each 

Oxidized   Silver. 

Height,  30ins.  over  all. 

Base.  5|ins.  diameter. 

Twisted  Clear  Flint  or 
Opalescent  Cylinder 


F  26574 

APRICA. 
50  -   each 

Rich  Gilt  Color. 
Height,  28ins.  over  all. 
Base,  6|ins.  diameter, 
l  ibscured  Torch  Glass. 


F  26578 

JAPAN. 

■  35/-  each 
Wri  mght   Iron. 

50  -   each 
Antique  Brass. 

Heighl  24ins  i  n  er  all. 

Base.  5^ins.  diameter. 

Satin  Finish  or  i  ipalescent 
( Uass  Shadi 


F  26580 

IXDIA. 

95,'-  each 

Real  Bronze. 

Height,  27ins.  over  all. 

Base.  6ms.  diameter. 

Satin  Finish  or  <  opalescent 
Glass  '  Cylinder. 


Scale 
1/8th 


937     ( F) 

public  street 
ligi  itinc  ;   lanterns. 

PAINTED  ANY  COLOR 
TO  ORDER. 

PRICES     no     NOT     IXCLIDK 

Lamps    or    Lamprolders. 


i 
F 26600 
riTi;xiiA(;i:. 

1-Light  only,  in  centre  10  6   each 

2-Light,  a-  illustration  1  0  6 

Spun  Zinc   Hood.    Dark    Color   Top    Wh 
underneath. 

Screwed  |-in.  Barrel. 


F  26601 

.MI.NTKU.N. 

45  -  each 

Zinc  Canopy,  with  Wood  Finial,  16in.  Clear 
Flint  Globe.  Cast  Iron  Spigot  Cap.  Arranged 
for  one  100  C  P.  Osram  Lamp,  or  other  com- 
binations of  Lamps  to  order. 

F.xtra  for  D.P.  Switch  and  Fuse,  1  3/6  each. 


F  26605 

TINTERN. 
50/-  each 

Zinc  Canopy,  with  Wood  Finial,  14in.  Clear 
V  lint  Well  Glass,  Cast  Iron  Spigot,  with  D  P 
Fuse.  White  Reflector  arranged  for  two  32  or 
50  C.P.  Osram  Lamps.  Can  also  be  arranged 
for  one  100  C.P.  as  opposite  design. 
Extra  for  D.P.  Switch  and  Fuse,  13/6  each. 


F  26606 
COURTNEY. 

50/ -  each 
Solid  Cast  Iron  Top,  earning  Well   Glass, 
<n  ,™  ,-e2.ec,or    arrangeri    for    four    or    in, 
50  100  C.P.  Osram    Lamps.       Canopv,  Spun 
Zinc  with  A\  rought  iron  Scrolls. 
Screwed  f-in.  Barrel. 

STATK    SIZE    OF    SPIGOT    WHEN    ORDERING 


(F)  938 


PUBLIC      STREET 
LIGHTING  i    LANTERNS 
AND    BRACKETS. 

P.VINTKl)    AXT     COLOR    TO    OliUEK. 
Prices    ih>    NOT    imudi: 

LAMl'S     Cut      I..AMI>lIOI.l>KliS. 


Various 


F  26615 

CINDERFORD 

32  6  eacli 

With  D.P.  Fuses 

56-  each 

With  IIP.  Switch  and 

Fuse. 

To  clamp  t"  Post 
.  -in    Iron  Barrel. 


F  26613 

PEMBROKE. 

II:::- 

Tin.              i  opper. 
47/6         57 '6  car! 

16lllS. 

50/6        62  6      . 

I 

n  D.P.  Switch  and  Fuse 

1  3  8 

13/S 

lamp  to  post,  with  Cast 
Iron  Fitting. 
j'-ui   Iron  Barrel 

y  \i  i  i/i2th  i'ii  n  -i 


Hie  ( Company  im  ite  enquiries  fai  quantities 
oi  these  lutings.  Having  specialized  in 
tins  direi  tion  foi  many  years  past  they 
.::c  in  .1  most  favourable  position  to  advise 
as  to  the  best  and  most  efficient  methods 
to  adopt  lor  economical  and  scientific 
lighting  oi  the  public  highways.     Trained 

pxpei  i-    are    al    the    disposal    "I    anj ■ 

interested. 


F  26611 

SKLWVX. 

37/6  eacli 

Wrought  Iron.     Copper  Dc 

13iui  Globe     Clear  I  ilass 


.     .         :        cd  Clear  1-Tir.t ;    tl  i  'pal 


Siati:  sizi-:  <»i" 


'IC.'OT   OF    PttST    \siii:.n    iiiiiii:ium. 


F  26617 
WEYMOUTH. 

Fitted  with  D.P.  Fuse. 

55/-  each 

Fitted  w  Ih  D.P.  Switch  and   D.P    I  use 

77/6  each 

Smut  Zinc  Reflectors  and  Wrought  Iron 

Ann-.. 


939  (F) 


Sim.i: 

V.VHIOUH 


F»ll  *EK :     STREET 
LIGHTING 
LANTERNS  and 
BR  AC  KETS. 

PAINTED    ANY     COLOR 
TO    ORDER. 

Prices    i><>    not    ixolcux 

I'AMI'S      OH      LaMI'IIIM.III^US. 


F  26625 

coi-xi:. 

60  -  each 
With  D.P. 

73/6  each 
With  D.P.  Switch  .iil.I  Fuse 
in    Iron  Barrel,  with    2    Fittings 
ml  Wrought   Iron  Scrollwork 

Spread.  48uis 

Si  ale   1/1 2th  Fi  i.i    Size. 


F  26627 

CONSETT. 

40/'-   each 

Extra  for  D.P.  Switch  and  Fuse. 

13/6 

lin.  Rarrel  and   Cast  Scrollwork. 

S<  m  i    1/12th  Kill  Size. 


F  26629 

BUDE, 

12'6  each 

To  II!  to  Post. 

l-ni   Iron  Barrel,  with  Fittini 

Projection,  lOins.  to  Nipple. 

S'  m  i    i  8th  Fill  Size. 


STATE    SIZE    OF    Sl'HiOT    WHEN    ORDERING. 


F  26631 

BRIXHAJ1. 

45/-  each 

Extra  for  D.P.  Switch 
and  Fuse.  13/6 

n.  Barrel. 

Si  m  e  l  3th  Ft  li.  Size. 


(Fl  940 

LAMP    POSTS. 

FOR    GLOW    LAMPS 
Prices     ark    for    Posts    oxlv. 


F  26649 

REDDITCH. 

8ft..    42/6    each 
'  a-i  Iron  Post, 
with  Earth  Box. 


F  26657 

ORMESBY. 
7ft  6ins.,  42/6  each 

Cast  Iron  Post,  with 
Earth  Box. 


F  26651 

TOKFAK. 

12it  85  -  each 

Cast  Iron  Post,  with 
Earth  Bi  >x 


F  26653 

KATILMIXliS. 
10ft  1  30  -  each 

13ft        160/-     „ 


Cast  Iron,  with  Earth 
Box.  and  Door  with 
Brass  Lock  and  Hinges. 

2  Brackets. 
60/-   per  set. 

F  2129  Shade. 
17  6 


For  Lanterns,  see  pages  937-9. 


F  26659 
BROMLEY. 

10ft.    ...    45/-  each 


Cast  Iron,  with  Flange. 

II  with  Earth  Box. 
60/-  eaeli 

2-Light  Arms, 
35-   per  pair 


F  26661 
A.TT1SRSEA. 
65  -  each 

1st  lion,  with  Flange 
and  Door  in  Base 

II  with  Earth  Box, 
80  -  each 


Scale 
1    36th 

Poll    Size. 


F  26655 
1»A.IJIS. 

10ft.  6ins.. 
137/6  each 

Cast  Iron  Post,. with 
Earth  Box 

F  26656 

SO  -   each 

Copper  Lantern,  Glazed 
and  Painted. 


Heights  given  .,:     from  ground  to  sp  goi 


1/36th 


911  (F) 

LAMP    POSTS. 

FOR    ARC    LAMPS. 

Pricks  do  NOT  include 

Arc  Lamps  and  Switch  Gear. 


F  26671 


F  26671 
KRITII. 

15ft,         120  -.--..'I 
18ft         132  -     ., 

20ft.  1  40  - 

Tapered  Steel  Shaft, 
Cast  Iron  Base,  and 

Earth  Box. 

Extras ■ 
30in.  Bracket, 

24  - 
36in.  Bracket. 

30/-    each 
48m.  Bracket. 

37  6 


F  26677 

WOOLWICH. 
15ft.  92  -  each 

i8ft.        1 20  -     ,, 
20ft.         280  -     ,, 

Tapered  Steel  Pole,  with 
1  a-^t  Iron  Earth  Boxes 

Extras : 
24m.  Bracket, 
25/-  each 
30in.  Bracket. 
30  -  each 
36in.  Bracket. 
35  -    each 

(For  Price  of  Arc  Lamp 
Wmch  an  i  Wire,  see 
E  Section  of  Catalogue;. 


:■; 


"^E 


F  26673 

HORNSEY. 

20ft.         31  5/-  each 

Cast  Iron,  with  3ft. 

Earth  Box,  and  Door 

with  Brass  Lock  and 

Hinge-. 

Weight,  about  12cwt 

Extras : 

36in.  Bracket  and  Pulley 

60  -    each 

43m    ditto.  70/-  each 


F  26675 
DOVER. 

20ft.,  280  -  each 

Cast  Iron,  with  3ft.  Earth 
Box,   and    Door   with   Brass 

Luck  and  Hinges. 

Weight,  about  lOcwt. 

Extras 

30in.   Bracket.  29/-  each 

36in  35/-      , 

48in.  42/6 

12in.  Bracket-  for  Glow 

Lamps. 

10/-  each 


F  26679 

PALMKIRA. 

20it    260  -  each 

Cast  Iron,  with  Earth 

I'..  ix,  and  Door  with  Luck 

and  Hinges. 

Weight,  about  lOcwt. 

Extra  : 

I  Iradle,  75  -    each 


(For  Switch  I  leai 

and  Arc  Lamp--, 
see  E  Section  Catalogue). 

Prices  are  subject  to 

Alteration  without 

V  lice. 


F  26677 


F  26673  p  26679 

Heights  given  are  from  ground  to  Spigot. 


F  26675 


(F)  942 


BRONZES. 

FRENCH    MAXn'A(TVRF. 
Prices    do    NOT    im  i.rni: 

1-AMIW      OR      LAMPBOLDERS, 


SCALE 

16th 


F  26703 

CHARMETJSE. 
40'-  each 

I  leight.  I8ms  to  centre  of  Lamp- 
Base,  5^ins.  diameter 


F  26701 
IIKRCVI.ES. 

45/-  each 

Height,  15ins  over  all 

Metal  Shade  with  Jewel-  and 

Gold  1  i  inge 

Base,  6       4.'.in- 


F  26707 

COUP    DE    VENT. 

45'-  each 

Height,  12ms.  oi  er  all. 
Base,  5*   X   4}ins 


F  26704 

CUARMEUK. 

40/-  each 

Height.  18ins.  to  centre  of  Lamp. 

Base.  5^nis.  diameter. 


F  26705 

AMOUB     VAINQUEUR, 
50/-  each 

Height.  21ins  over  all. 
Base    5&ins.  diameter. 


F  26706 

AMOlli    VAGABOND. 

50  -  each 

Height,  21ins  overall. 

Ba*e.  5fcins  diameter. 


^<  ai.i: 
1  6th 

"i  i.i.  Sr/.i:. 


F  26709 

AMOUR. 

Brawn    22/6  each 

'  ixidizt-d  27/6 

Real  Brou  50/-       „ 


F  26711 

VANITY. 

2-Llght  63.'-  CMC h 

With  Mirroi 
Height,   22m-    ovei    all  Base    Sjm> 


943  (Fi 

BROTVZES. 

PB  EN<  'II      .M  A  >'  \  '  V  A<  T I '  K  E. 

1»uh-i:s     i>o     NOT     [.\ci.rni: 
Lamp*    <uj     [.AMriiOLHGitfi. 


F  26713 
VEX  US. 

'■Light    ...  ...       go/-  eacl 

Brscuil  Ware  I  igure 

Iridescent    Glass  Dome 

1 1(  ighl.  151ins   ovei  all         Base.  6m- 


.■h 


F  26715 
CHERUB. 

40  -  each 

Height,   I2ins     to  centre   "I    Lamp 
Base,  4l.inv  diameter. 


F  26719 
l'OT      CA.SSE. 

55/-  cacli 

Height,  12ins.  over  all  Single   Light   in   Va£e 

F  26721 

150/-  eael) 

Height.  23ins.  over  all.  2-Liglit,  as  illustration 


F  26717 

SKKAI'Il. 
40  -  each 

Height,     I2llis.  to  centre  Ol    Lamp 
Base,  41ans    diametei 


(F)   944 

BRONZES. 

FRENCH    MAXIFACTI  'It 
Pricks    i>o    NOT    include 

I-iAMI**      OR      L.VMPHOI.DRRS. 


!    ■      k 

Mil 

*9&v    fi 

> 

TtSSZi.*.. 

i      . »  _  1 

F    26727 

HONOUR. 

65  -  each 
Hi       it.  25ins.  ti  i  centre  of  Lnni|  . 
1  iase,  l\\u~.  diameter. 


F  26725 

VICI. 

2-Light, 

100  -  each 

Height,   23>ins.  over 
all 

Nase  5ins    square 

lil 

2-Light 


F 

26731 

VI 

;ne 

tia. 
1  so, 

Height 

30ir>- 

.  d\  ei  all 

Base, 

6tuis 

square 

!S<  'ALU 

1   6th 


4  ■ 


£7 ;  s: 


F  26729 
PEACE. 

65  -  each 

Height,  25ms.  to  i  entre  ol  Lamp 

Base,  7\inv  diameter. 


»I5   (F) 


Scam: 
1   6th 

im  i.j.    Size 


bu(  )\/i  :s. 


FUKXCII     MANUFACTURE 


Prices    m>    not    intlude 

I-  AMI'S      OR      l.AMl'IH  >I.1»i:ks. 


F  26735 

COMMERCE. 

F  26733      Height, 30ins. overall.  Base,  5Jins.diameter,  84  -  each 

F    26734       Height.  40ms.  overall.    Base.  9ins.  diam..  200/-  each 

F  26735      Height,  57ins.  over  all.  Base.i4jins.rham.36O,'-  each 

Price  includes  Torch  Glass. 


F  26738 

IMJISTUY. 

F  26736      Height,  30in5.  over  all.     Base,  5£ins.  diam.,  84/-  each 

F  26737      Height,  40ins.  overall.   Base,  9ins.  diam..  200/-  each 

F  26738      Height,  57ins.  over  all.  Base.  MJins.  diam..  360/-  each 

Price  includes    1 1 Glas 


(F)  »4li 

BRONZES. 

FRENCH     MANUFACTl'K) 
Pricks     i><>     NOT    ix<i.n>i: 

I,\MI'S      OR       I.AMl'IK  >I-1H;KS. 


!-•(  ai,i; 

1  6th 

l'ri-i.     Sizk- 


s? 

> 

^^^^i 

i 

^js*  i 

^^^*'    "K»   M0^ 

yv  aMfl 

;  >ai3      .  ^T 

^^"  ^R.          ^V       k!' 

F  26745 
CERISE. 
60/-  oach 

Heiglit.  30ms.  over  all 
Base,  6Jins   diameter, 


F  26747 

<  (twoi.vi'ijs. 

60      each 

I  [eight.  cOin-   ovei  all 
Base,  6! .in-  diameter, 


F  26749 

L.A    FABLE, 

330  -  each 

Including  Torch  Glass. 
I  [eight,  48in-  ovei  .ill. 
Rase.  7iihs,  diametei 


947  (Fi 


Sialic 
1/6th 

'II. 1.      SlZIi 


BRONZES. 

FKEXCH     MAXTJFACTIRK. 

1*rices    i><>    not    i xi  i.i  i>r.    Lamps. 
i.ami'iiiii.di.ijs    oh    Shades. 


f 

^^^^^^■flBk^^^^^tfi  1 

^f^r^%^^iL 

A 1 1  [if  j  ^^B 1 A 

IW   4^ 

It    |V 

Ks  ^H 

HmjH 

I^B 

F  26755 

I'liKMIKU    CHAGRIN 

97/6  each 

I [eight,  32ims  ovei  all 
Base.  8'.m-  diametei 


F  26757 

l'KKMIKRKS     ROSKS. 

97,6  each 

I  [eight.  32m*   over  all. 
Base.  8iins  diameter. 


F  26759 

L.A    VKHITK. 

330  -   each 
including  Torch  Glass. 

Height.  48ins.  over  all. 
Ba^e.  7iUns.  diameter 


(F)  948 

BROXZKS. 

FRENCH    MANUFACTURE 
Prices    do    NOT    i.xcliih:    i.ami'i- 

LAMPBOLDESS      OR      SlIADKS. 


SCA1.E 

1/6th 

l'ri.i.     Sizi 


1 

\A 

^> 

^ 

I 

' « 

1    1 

1    1 

m.. 

\         ^ 

F  26765 
LIUUM. 

25/-  each 

Height.  22ins.  over  all 

Rase,  6ms  diameter 


F  26767 

AROMA. 
330  -  each 
Height,  361ms.  to  top  ol  1 
Base,  llins,  diametei 


949  (F) 


scale 
Various. 


BROIVZES. 

REAL 

FRENCH     MAXUFACTURE 

Prices  i><>  NOT  immih; 
Lamps  i>i;  Lampholders. 


F  26773 
SEA     MAIDIC.N. 

3-Light  800  -   each 

Height.  28ins.  to  ti.p  of  Figure 
Base,  9ftins  diameter. 


Height,  20?ins.  to  centre  ol  Lamp 
Base,  W  in^.  diameter. 


F 26775 
i.i'xii.viji'i:. 

4-75'-   caeli 

Height  27Jins.  overall. 

Base.  8ins.  diametei 

Light  concealed  behind  Draper; 


The  Figures  on  this  page  are  REAL  BRONZE  ;  illustrations  of  numerous  others  can  be  had  on  application. 


Gl  9-50 

ACTESSORIKS. 


BEAD      PENDANTS. 

PRICES      l'<>      NOT      IM  II  IJE      LAMPHOLDEKS      OR      COK11      (ilSIl'i 


1/4th 

l"l  I.I.  Sl/.l.. 


G  7701 

1  6  each 
To  fit  3J-in.  Gallery. 

<  lold  "f  Silver  Bead  Pi 


Red.  White,  Ambei 
or  Green  Bead=. 


-  CASCA13E        PKNDANTS." 

lEFECTlVi:      AND      BKILIJANT. 


G  7711 

M01.I1>. 

Clear  4,'-  eai  h 

Gre---n  \ 

Amber  ]■  5  - 

Rose  I 

In  3jin  G;illery. 


i  r\ >stal  Read  Pendant 
with  adjustable  purse 
collar  Fits  any  lamp, 
especially  suitable  For 
<  triram  Lamps. 


G  7721 

For  3Jin.  I  iallei  y 
9/6  ea<  li 


G  7722 

For  2J,in.  Gallery. 
10/-  each 


G  7709 

9 '-  each 
Gold  or  S  Iver  Bead  Fringe. 


G7718     G7716 

4ins,  dia.     7ms  dia. 
Plain  White       6m.  Fringe. 
Green.  Red   I 

and  White. 
Green.  Gold  '  5/6       9/- each 

and  White,  j 
Pink  a\^\ 

Whne.  ' 


x" 


. " . :  WS§ 


G  7723 

IJin.  hole. 
12/6  eai  i 


G  7717 

G77175  <  3i  ■  lfin  .   S'6eacll 

G  7719  9  ■  5       ljin  .   9  6 

Read  Fringe  4&ins.  deep. 

Imitation  Cloisonne.  Pink  or 

Green. 


G  7720 

tins.  dia..  43in.  Pringe,  ljin.  hole 

Plain.  Satin  finished  i 
Mauve  and  White.  [ 
Green,    Gold  and  . 

White.  |     *'"  e' 

Green.    Pink    and 

White. 


G  7724 

Por  2$in.  Gallery. 
10/6  each 


<  mi   i  rystal  Top?,  with  Cul  Ciystal  Drops  and  Bead-. 


951     G 

CARDBOARD 
SHADES. 

GREEN     OUTSIDE,    WHITE     INSIDE. 


ADJUSTABLE      POLISHED      BRASS      RIMS. 

To  I-  ii  "ii  l"  i  Ipal  Shades. 


si  ^^^^^W 


G  7731 

With  best  Silk  Fringe 
12in.  ism  18m. 


G  7733 

With  Gold  or  Silver  Head  Fringe. 
lOin  12in.  15in.  18in. 


".rftW'W       4/"         5/6         8/6       12/6imi'Ii       3/6         4/9         7/6       11/- 


Rim  only. 

lOin.  I2ui  15m  18in. 

1/8         2/4         3/6         5/- euoli 

Depth  ol  Fringes  lor  above  :  3ins  on  lOin.  Rims,  4ins.  on  12  and  15m.  Rims. 


5ins.  on  18m.  Rims  unless  otherwise  spei  ified 


I'm.  Hole. 

G  7801      8ins.  diameter,  2;ins.  deep  1  io 

G  7802    8"'s                 4"».  ••  1/10 

G  7803  l0>"~                 3l'"-  *'3 

G  7804  l0'""                 5ms-  •■           2/3 

G  7805  l2'"^                 *>"-  2/9 

G  7806  12"'~                 6,11-  3- 

G  7807  15'""                 5ins  3/6 

G  7808  15l"s-                 7 '•'"--  •■            <*  ■ 


I  in  attaching  to  Opal  Shade-.  Si  1 


G,7830     '" 
G  7831    mil 


G  7815 

Washers  lor  use  with  Cardboard  Sha  le,  lo 
preserve  the  top  opening. 

4/6  dOZ.  pans 

If  (these  Washers  are  used,  top  hole  ol  Shade 

must  be  cut  to  ht. 


Shades  in    other   shapes   or   colors   made    to 

order  in  quantities  of  not  less  than  3  do/en 

of  one  kind. 


£/■ 


G  7835 

Carrier  lor  fixing  t<»  Lampholder  lor  Shade 
with  2in.  opening. 

4/-  doz. 


Ventilated  I  lardboard  Shade,  strongly  bound 
top  .mil  bottom  with  Brass 

Size. 

G  7820  8x3ins.,  ljin.  hole  1s/-  doz 

G  7821  l0  ■  4'"*  16/6 

G  7822  "J  •  Bins.  17/6 

G  7823  '-    '"'-  20- 


G  7840 

Wire  Frame  for  Silk  Shades, 
liui  top  hole 

9ins  01  lOins,  6'-  tl< 


1  ilLLIAR]  )     SII  Al  >1  :S. 


Billiard  F.lectroliers  and  other  Billiard  Shades,  sei     (F)  Sectii 


Lges  902  lu  904 


I'KIC'KS      IX I      NOT 

i.Mi.i'iit:     O.vi.i.icuii':: 

I.A.Mrinn.niajs    <n: 

l.AMI'S. 

Extending  Rod  -'9  exi 


G  7850 

Plain  >  Ireen  Cardboard,  20m-  diameter. 

13/ 111*-  deep,  3Jin.  opening,  including  Wire 

Frame. 


1/9  each 
u  ith  Sin.  Fringe  8'-  each 


With 
In  ordering  please  quote  Catalogue  NTo    with  Reference  Letter  (G) 


G  7855 

Hest  Silk  Fluted,  lined  White  Silk  or  Cardboard. 
Without  Flounce  "|  8/-  each 


21/-      ., 


(G)  952 

SII.lv    SHADES. 


Plain.  Plain. 

G  7870  2/-  each  G  7872  2  -  each 


Plain. 
G7873  4/3  each 

With  Metal   Enrichment. 


G  7874 


2/-  each. 


G  7876 


2/-  ea<  h 


Embroidered. 
G  7875  6'-  each. 


Embroidered 
G  7877  6'-  each 


Plain. 
G  7878  2/6  ea- 


Embroidered. 
G  7879  6  3  each 


G  7880  3/6 

Plain  Silk  with  Oxidised 
Silver  Framing. 


G  7881  3/6  each 

Plain  Silk  with  Gilt  Color 
Framing. 


G  7882  12/6  each. 

Tinted  Opal  <  .la—. 

Pink  or  Yellow. 

with  Gilt  Metal  Framing. 


G  7886  2/6  each. 

Plain    Silk   with    Gimp   top 

and   bottom   to  cover  flame 

lamps. 


G  7911    Plain  Silk      5  6 each. 

G  7913  Embroidered  8/6    „ 
With  Bead  Fringe. 

5iin.  diameter.  IJm.  hole. 


G    7890  1    9  each 

Floral  Shade  with  Spring 
Clip,  for  small  Bulb  Lamps. 


G  7894  2/3  each. 

Floral  Shade  with  Spring 

Clip,  for  ordinary  Bulb 

Lamps. 


G  7898 
G   7898A 


1  /3  each 
1/6 


small. 

large. 


Floral  Shade  with  Spring  Clip, 
for  ordinary  Bulb  Lamps. 


G  7899  5  6  each 

Plain  Silk,  lined  White. 
Bead  Fringe. 

Specially  suitable  for  Piano 

Standards  or  DresMiie,  Table 

Pendants. 


G  7905  2  - 

Pleated  Linen,  bound  Silk  Gimp. 
Bead  Fringe. 

Speciallv  suitable  for  Osram 
Candle  Lamps. 


G   7903  5/-  each 

Silk  Candle  Shade  with 

Stencilled   Pattern   and  Bead 

Fringe 


3/-< 
3/6 

Plain  Stlk  with  Gimped 

I  ■ 


G  7908  -8  each. 

Plain  Linen  Candle  Shade. 

G  7909  3'-  each. 

Pleated  Silk  * 'an. lie  Shade. 


G  7916  4/-  each 

Pleated  Silk  with  Bea<l  I  ringe 

Specially  suitable  foi  I  tsi  an 
Candle  Lanip> 


953  (G, 


sii.iv  siiai>i:s. 


I  ii.mi.  His 

12  17/6  eac 

15  20/- 

18  25/- 

20  32/6 

24  40/- 

Pleated  Silk  and  Lace,  with  4in.  Duplex  Rinr, 
foi  Floor  St. ui'!. i! ii 


G  7947  6  6  each 

I' 'I  Sill,  with  ISm   Bead  I  rii  .: 

Spi    i.iiti  suitabli  foi  <  >-i.iin  I  .amps 

4ms.  diameter  top,  with   ljm    hole 

ii'.in-  deep,  5Auiv  diameter  bottom 


Diam.  ins. 
18 
20 
24 


3*/- each 
37/6 
45  - 


Best  quality,  Plain  or  Figured  Silk,  with  4in.  Duplex 
Ring  i'  ir  F I"-  n  Standards 


G  7912 

Best  Silk,  I  inecl  White, 

I  )ia:n  China  Sill;  with  Lace  and  I- 1 tee, 

ins.  Single  Flo e  oi  Double  Flounce. 

8  3/.  5/-  i'. nil 

9  3/3  5  6., 
10  3'6  6/-  .. 
12  5/-  8  6  ,, 
15  6/9  12/6 

18  9/-  18-     ,. 

20  11/-  22  6 

22  13'6  27/-     „ 

24  16/-  30/-     „ 

28  19/-  35'-      „ 

30  22/6  40/-      .. 

Supplied  with  ljin.  hole  up  lo  15inv 

Any  Shade  above  L5ins.  can  be  supplied  to  lit 
3Jin.  or4in.  Gallery  at  same  pnn-s 


i-#( 


Diam.  ins. 

10 
12 
15 
18 
20 


13/6>'.u  I 
1  5/6 
27/6 
32'6 
40/- 


G  7930 

Diam  ins 
22 
24 
26 
28 
30 


47/6i 

52/6 

60/- 

67/6 

75'- 


Rii  h  Waved  Pleated  Silk  ami  Lace  with  4m 
Ring  tin  Floor  Standards 


Duplex 


G  7931 

liam 

ins.                                                   each 

12 

12/6 

15 

15/- 

18 

20'- 

20 

24/- 

■'igured  Sill   \\  ith  Bead  Fringe. 

Witl 

4in.  Duplex  Ring  [or  Floor  Standards. 

Other  Designs 

G  7949        ...        6/-  each 

Gill  Metal  Bant],  Stencilled  Pattern,  and 

lm   Bead  Fringe. 

Specially  suitable  for  Osrarn  Lamps, 

4ins.  diameter,  6ms.  deep. 


G  7933 

Diam.  ins. 

each. 

15 

30/- 

18 

35»- 

20 

40/ - 

Best  Silk  v, 

ith  Stencilled  Pattern  and  Bead  I'nn 

With  4in.  Duplex  Ring  for  Floor  Standards 


s  suitable  foi   Floor  Standard--  are  priced  and  shown  on  page  954. 


(G)  954 

SII.Iv    SHADES, 


G  T951 

Empire  Sh  ipe.         Parchmenl   '  arcl 


14'! 

16.. 
18.. 
20  .. 

22  .. 

24  „ 


White. 

any  '  '<  »li  >r 

2  3 

3  3 
3  6 

5/- 

2'6  ''.i    i 

3  9 

4  3 

5  9 

fittei 

with  U 

1  or 

- 

Table 

Plain 
White. 

Lamps. 
Tinted 

■ 

6  6 

7  6 

8  9 
10  9 
12  6 
14  3 

76 
8  9 
10  - 
12  6 
14  3 
16  - 

G  7953 

15ins. 

25  - 

18ins. 

30  - 

20ins. 

35  - 

24ins. 

50  -      .. 

>o< 


g 
th  B  ■  ■    !        -■■      itted  with 
I  l      lex  King  for  Floor  Standards. 


rhese  s  ■    '      -i     - 

Standards. 


G  7948         ...         12  6 

ljin  centn 

lalitv  Silk  wit     Silk'  lecoral 

White  Beat!  Fringe 

For  Table  Lamps. 


WL>> 


..ljL 


■'''•  w* 


f 


G  7937 


15ins. 
18  .. 
20  ., 


26'-  each 
30/- 

35/- 


G   7960 

h 

22  .. 


50  -  eai 
70/- 


Besi  qu;  liry  S   k  and  Bi  id  I      i  ■     fitted  with  4m.  D 

- 


15ins.  dia  42  - 

20  ..  60  - 

,     sin,   ,vith  Rib         D         ition.  fitted  with  4m.  Duplex  Ring 

i 


955  (G) 
GLASSWARE. 


OIWJ.     GLASS     KIIADKK. 


G  9004 


G  9010  23 


G  9040 


G  9048 


\, 


CATA- 
LOGUE 
No. 

Name  i  il   Shape, 

sions. 

Opi 

H  1 1, 

Price  pi 

ii 

il  Cases 
X,  i  extra 

king. 

i 

i  in, 

!   I-I 

G    9000 

White  Conic     .. 

In,  hes. 
1     18x6 

Inches. 

H 

so- 

300 - 

G    9001 

15    ■>; 

H 

la  6 

150  - 

G    9003 

12x3* 

U 

9  - 

90  - 

G    9004 

10  -  3', 

u 

4  9 

SO  - 

G    9005 

9  ■  3 

u 

4  6 

48/- 

G    9006 

8x2$ 

H 

4/- 

45/- 

G    9007 

6x2 

ij 

4/6 

45'- 

G    9010 

..     with  Lip  ... 

IX     6 

3j 

33'- 

320  - 

G   9011 

15  ■  4\ 

3{ 

15  - 

162/- 

G   9013 

12     i\ 

H 

10- 

lOO  - 

G   9014 

10X3J 

31 

6  - 

60  - 

G   9020 

12  ■  3\ 

2j 

10  - 

100  - 

G   9021 

10  ■  3', 

2} 

6/- 

60  - 

G   9023 

2i 

5  - 

50/- 

G   9030 

White  ( ',  ,in, 

10x5 

IS 

5  6 

58/- 

G   9031 

9x4 

li 

5/3 

54  - 

G    9032 

8x6 

U 

6'- 

63  - 

G   9040 

<  ireen  and  White 
S  allow 

15      4*. 

i| 

72/- 

~~ 

G   9042 

1 

U 

30  - 

300  - 

G   9043 

10     3\ 

lj 

15  - 

156  - 

G   9044 

9x3 

u 

13  6 

1  40/- 

G   9045 

10x3} 

2} 

16/- 

171/- 

G   9046 

am !  White 

10x5 

[J 

15  6 

160  - 

G   9047 

8x6 

u 

15/- 

156  - 

G   9048 

- 

6 

i: 

12  - 

125- 

G    9050 

l-  lutei '  W 

10x3} 

U 

6/6 

66  - 

G    9054 

White  Saucer 

10x3 

n 

6/6 

66  - 

G   9056 

.. 

8x2J 

ij 

5  6 

55/- 

All  our  Opalsare  of  the  purest  and  whitest  metals,  witl t  sp  I: 

All  Top  Opening  are  drilled  exact  to  dimensions  given      A  large  Stocl   kept  of  £ 


(Gl  956 
GLASSWARE. 


OPAL     GLASS     SHADES. 


CATA- 
LOGUE 
No. 

Name  o]  Shape 

I  "linen 
'■ - 

Top 
i  ipening 

ru,  e 

per 

Dozen. 

Price  per  gross 

il  supplied  in 

<  iriginal  ( )ases 

No  extra 

charge  for 

packing. 

Cases  free. 

i  breakages  at 

Consig 

risk. 

G   9060 

Louise 

Inches. 
8x4 

III!     ||. 
11 

6  - 

60  - 

G  9061 

6x3 

1A 

4/6 

45/- 

G  9062 

Irene 

6 .  3; 

1* 

4/- 

40'- 

G  9064 

Langham 

12x5 

lj 

10  6 

115/- 

G  9066 

9      4 

4 

5  6 

58/- 

G  9068 

., 

71  .  3S 

U 

4  9 

48/- 

G  9069 

Green  and  White 

4 1       5 

ii 

11    - 

115/- 

G   9080 

i  ipen  Bell  with  lip 

12  ■  7 

3J 

15  - 

160/- 

G  9082 

., 

8x5 

n 

8- 

90/ - 

G  9086 

( ipal  Threadei  I  i  dge 

"     '\ 

ij 

176 

- 

G  9087 

<  >|>.illnr   .. 

7  ■  e; 

ij 

17  6 

- 

ENAMELLKD      IRON      SHADES. 


G  9100 


G  9126 


G  91  30 


CATA 

LOGUE 

No. 

Name  of  Shape. 

I  li  ->  uption. 

Dimen- 
sions. 

Top 
Opening. 

Price 
pei    1  lozen. 

G    91  OO 

Conic 

Blue  i  lutsideand  I 
I     White  Inside      | 

Inches. 
24x8 

Inches 
li 

90  - 

G  91  02 

18x6 

1J 

27,- 

G  91 04 

15x5 

1* 

15/- 

G  9106 

12x4 

1J 

9/- 

G  91  07 

10x5 

li 

79 

G  9108 

10x3J 

U 

5/3 

G  91 09 

9x3 

1J 

4/6 

G  9110 

8  <2J 

U 

4/3 

G  9112 

6x2 

li 

3/6 

G  91  20 

.     Willi     \ 

12x4 

ZJ 

1  3  6 

G  9121 

hp    [ 

10  x  3.\ 

n 

9/6 

G  9123 

•    ..      I 

8  ■  2) 

2J 

il- 

G 9126 

s.uii  ei 

10x2 

1J 

ls 

G  9127 

(  'mm 

9x4 

11 

■71- 

G  91  30 

Shell 

w  inie  in  and  <  'in 

54x4 

i 

7/6 

957  (G) 


GLASSWARE 


ICED    GLASS    SHADES. 


0f 


LOUISE. 

6x3JxlJ-in.  hole. 

G  9160  Plain  8  - 

G  9161  \uihn  10/6     .. 

G  9162  Green  10'6 

G  9163  Ruby  10  6 


KNOCKOUT.  GERTRUDE, 

'•\     H  '  U'n  hole.  6x4xljin.  hole. 

G9164     FlutedTwist      7/6  doz.       G  91 66  Green  Tinted  \ 


inted  1  _  _.,_ 
!  106 


MADKI.IXE. 

1 1  x  ljin.  hole. 
G  9168     Satin  Plain      12'- 


irkm:. 

6x5xl^in.  hole. 


7  6 


G  91  70     Plain 

G  9171     Blue  I  iQ/_ 

Opalescent  i   ■ "'" 

G  917?    Straw  10- 


LOIE. 

3ix6JxlJin.  hole. 
G  9173    Satin  Iced    .    21- 


G  9174     Rubv 
G  91  75     Green 


24/- 
24/- 


wm  n 


MOIRA. 

5|x5£xl|in.  hole. 
G  9176     Satin  [i  ed  18', 


AXMIi. 
6§x6xljin 
G  9178     Plain  ...     -|8/_  , 

6  9179    '  'palescenl        21/- 
G  91 80    Ruby         ...    21/- 


FANCY     FLINT     SHADES. 


A.MABEL. 

6x4xljin.  hole. 

G  91 90     ''lear  6'9  doz. 

G.9191      '  "paline  7'6     „ 


EMMA. 

i    :,;     Uin  hole 

G  9202     i  lear  Diamond  \    7/6 
M,  'uldedj*     doz. 


k 


phiscilla.  jam:.  aii.sa. 

4  <5xlJ,n.  hole.  5  X  5  X  liin.  hole  6x5J  x  llin.  hole. 

1  hreaded.  4 

G  9194  Clear                   12/. doz.  G  9198     Clear                   7  .doz  G  9200   '"lear  Moulded  16/-tloz. 

G  9195  Rubv  Edge         IS/-     „  G  9199     Opalescent         9;-     .. 
G  9196  Greei    I  dge        15/-    „ 

* :* 


EMILY, 

6x5.'  x  l£in.  hole, 
G  9204    I  Ipal  "I  m  isti  ,l  i 


Bod         I   I, mi   ■  12,'-doz. 
Flint  Edge        \ 


aldim:. 

5^x5^  ■  liin.  h,  lie. 

G  9205    ''le.11.  Twisted  I      20;- 
and      Ribbed  /'     doz. 


KITTY. 

6x6Jxl|in.  hole. 

G  9206     '"lear  7/.  doz. 

G  9207    Satin  Finish       9/-    „ 


G  9208 


t'mk  10/- 


iGl  958 

GLASSWARE. 

FAXT     GLASS     SHADES. 

FROSTED    AXD    S.VTIX    FINISH. 


\ 


i 


i 


WP 


DAISY. 

6  x  3i  x  ljin.  hole. 

G  9220    Satin  Finish       6/9  doz. 
G  9221     Hint  Edge  8/-     „ 

G  9222  I  8/- 


MARJORIE. 

6x33  ■  ljin.  hole. 

G  9225    Pink  Frosted     16-  do 

G  9226     16/-     .. 

Raised  Bead  Design. 


KNOCKOUT. 

ljin.  hole. 


IUKM!. 

6ix4ixljin.  hole. 


G  9229     I 'ink  Edge 
G  9230     I  'H'"!!  I  dgi 


9  -  do;  G  9235     1  ri     i  6/9  '       . 

9  -  G  9236     Rubj   Edge  8/- 

G  9237     Citron    .,  8/- 


EDITHA. 

MAB. 

NAOMI. 

SYLVIA. 

61     4g     ljin.  hole 

4      1 1     ljin.  hole. 

43x5xljin.  hole. 

7fx33xljin.  hole. 

G  9239     P  nk;Edge 
G  9240     I  ''tri'n 

9  6 
9  6 

G  9242      1                                9/-  doz 

G  9245     Frosted           7  6  doz. 
G  9246     1           I  dgi      9  - 
G  9247     Green    ,         9  . 

G  9249     Satin   Finish     15/- doz 
Relief  Design. 

ESTHER. 

5Jx5|xlJin.  hole. 


G  9252  Frosted  ... 
G  9253  Pink  Fcise 
G  9254     i  :itron  .. 


7/6  doz 

9/- 

9<- 


BERTIFA.. 

5x5^  :<ljin.  hole. 
G  9256     I  rosted        12 


JOSEPHINE. 

3 1  x  ljin.  hole. 

G  9259  Satin  1  inish 
G  9260  Old  < lold  I  dge 
G  9261    R 
G  9262    Plain  Etched 


doz. 
10  6 
12  6 
12  6 
30  - 


(   AKOl.IM'. 

r      r      1/  n.  hole 

G  9265  1  rostedwith  I  16- 

Rubj    Bead    i  do 

G  9266  I  rostedwith  |  16  - 

I  doz. 


FANNIE. 

6x5*xljm.  hole. 

G  9267     I  rosti  10  6 

G  9268     Pinl    I  dge"12/.     „ 


959  (G 
GLASSWARE. 


FANCY    GLASS    SHADES. 

SATIN     l'IMSII, 


CLAJRICE. 

I       ".      I.1  ii   hole 
G  9300     Satin    Finish     18/- 'I" 


wrxxiE. 

3jx4ix  ljin  hole. 
G  9302     Satin  Finish     10/6  doz 


LEOXIE. 

4|x4Jx  ljm.  hole. 
G  9304     Satin  Finish  12/6  do; 


ELSIE. 

4Jx5.'      I  J.  1 1 1    holi 
G  9306     Satin   Finish     12/-  doz. 


^- 


OLIVE. 

GRACE. 

FLOMEL. 

JOAN. 

5x4'      i  ... 

41  ■  4  -x  Him  liole 

4  J  x  I ;  ■;  Urn.  hole 

5,  ■  ■*{  ■■  IJin.  in ile 

G  9308     s"! in   I  inish 

1  8/-  doz. 

G  9314     Satin    Finish     18/- 

G  931 8    Satin    Finish 

20  -  d<  iz. 

G    9322     Satin  Finish 

16/-  doz 

G  9309     Satin  Fi 

G  9315     Satin  !    i 

G  9319     Satin  Finish,  \ 

G    9323     Satin  Finish,  l 

Straw 

21/-     .. 

Straw                15/-     .. 

Straw 

24  - 

Straw 

18  - 

i  ipalescent      i 

«  ipalescent     ( 

(  ipalescent     I 

I  Ipali   ■           ' 

G  9311     Satin 

G    9320     Satin  Finish  i 

G  9324     Satin  Finish,  i 

Finish.  Pink 

24/- 

Pink 

27/-     - 

Pinl 

21/-   .. 

i  ipalescent      > 

i  ipalescent     i 

i  i|  .,i  lescpnt     I 

ISOBEL. 

1 .:      ■'.     [Jin.  hole. 
G  9326     Sum   Finish     18/- do 


JEXME. 

4g  x  4,'     ljin.    oli 
G  9328     Satin   Finish     15/- doz. 


DELIA. 

GENEVIEVE. 

4x6xljin,  hole, 

5x6xljin.  hole. 

G  9330     Satin   Finish 
G  9331     Satin  Finish,  i 

Sl!.'.'.'. 

i  ipalescent      > 

18/-  doz. 
21    - 

G  9334     Satin   Finish     16 

G  9332     Plain 

i  ipalescent 

18  - 

/ 


JOYCE. 

8     3-  Hni   hole. 
t     Satin  ]  inish,  i 

Straw  30/-  i 

t  ipalescent     I 
I     Satin  Finish 

I'm  I  36/- 

cent     I 


SA.lt  A. 

51x4*  xl Jin.  hole. 


G  9342     Satin  I  inish  i 

'  iv<tal 
Globules        I 


30/-  doz. 


it       — 


OVI1JA. 

G  9344    4x3Jxl|in,  hole. 

30  -  doz. 
G  9345     4  ; .-;  4  x  ljin.  hole. 

30  -  doz. 
Satin  Finish,  i  n  stal  Drops. 


SAHIXA. 

7x3xl|in.  hole 

G  9348     Satin    Finish     27/- doz. 
G  9349     Satin  Finish,! 

Straw  ■  30/-     „ 

'  ipalescent    J 
G  93SO     Satin  1  it 

Pink  36/-     .. 

t  ipalescent     ' 


tG)  960 

GLASSWARE. 


FANCY    OI.ASS    SHADES, 


SATIN      FINISH. 


LETTIC14 

5|X5xl|in.  hole 
G  9358    SatinFinish     1C/6'I" 
G  9359     Ruby   Edge      12/-    .. 
G  9360     Green  Edge      12/- 
G  9361      Yellow  Edge     12/- 
G  9362     Platinized         18/- 


nAin.iA. 

6x6xl|in.  hole. 
G  9364    Satin   Finish    12  -  doz. 


C.VUXATIOX. 

,'      5|     llin.  hole. 
G  9366     Satin    Finish    24/- doz. 


JASMIJ  E. 

4x6JxlJiu.  hole 
G  9368    Satin   Finish    18/.  doz 


PRIMCLA. 

5x6xlJin.hole. 
G  9370     Satin    Finish     12/-  ( 
G  9371      Pink  Eel-,-         15'. 


CHERRY. 

6x6xl|in.  hole 
G  9374     Satin  Finish     1 5/.  doz. 
G  9375     Pink  Edge...     18/-      . 
G  9376     Citron  Edge    18/- 


CAMPANULA. 

6x6xUin.  hole. 
G  9378     SatinFinish     10/6doz. 
G  9379     Ruby  Edge       12/-     ., 
G-93SO    Green  Edge      12/-    .. 


PANSY. 

6x6x1    in    holi 
G  9382     Frosted     1c/-doz. 


DEEP    BAISY. 

';'     6x  ljin.  hole. 
G  9384    Satin   Finish    12/.  doz. 
G  9885     Pmk  Edge..       15/-     ., 
G  9386     Green  Eds'1      15/- 
G  9387    Yellow  Edge    15/.    ., 


(AM    A. 

4x6ixlini,  hole, 
G  9388     SatinFinish     10/6  doz. 
G  9389    Pink  Edge        12  - 


I.I  LAC. 

3|xo;xHin  Plain. 
G  9392     SatinFinish     10/6doz. 


ASTER. 

5!  '•'.  5;,1  X  lini.  hole. 
G  9394     Green  Snake    18/-  doz, 
G  9395     Ruby  Snake]    18/-     ., 


961   (G) 

GLASSWARE. 


FANCY      GLASS     SHADES. 

ETCHED. 


STEPHANIE. 

3|X  4*  XI  Jin.  hole. 
G  9420     Satin   Finish     27/-  do 


PATRICIA. 

|  <  ljin.  hole. 
G  9422     Satin    Finish     25/-  doz 


DEWDROP. 

3|X4x  ljin.  hole. 
G  9424     Sum    Finish     27/- doz. 


MEDAL 

4Jx4;;xlJin.  hole. 
G  9426     Satin   Finish    24/- -'z 


MARQUISE 

Gx4JxlJin.  hole. 
G  9428     Satin  Finish     13/6  doz. 


CLARICE. 

3}     4'      Hin   hole. 


V 


ATBUEXE. 

5     41,  ■:  ljin.  hole. 


G  9430     Satin  Finish,  1  __,     ,    ,         G  9432     Satin  Finish,  1 

I,.     ,       3°  "     "  Incised    Cut,     30/-  doz. 

<  Jreek  Key     I 


BRIAR. 

5  J   ■  t 
G'9434    Satin  Finish    is/-  doz. 


HELEX. 

3§  v  4§  x  ljin.  hole. 
G  9436     Satin    Finish     54/-  doz. 


EETITIA. 

H     5  ■  Hin.  hole 
G  9438     Satin  Finish, 


Ann 


tin  1-  nIMi.      _      .       , 
.ra  Tinted,  18'-  doz- 


AIDRKY, 

!>X5Xl|in.  hole. 
G  9440     Satin    Finish     12/- doz. 


FRANCES. 

3Jx5Jxliin.  hole. 
G  9442     Satin    Finish     21/- doz. 


(G)  962 
GLASSWARE. 


FANCY    GLAS8     SHADES. 


ETCIIKl). 


El 


J&. 


ADELIXA. 

6x6xl§in.  hole, 

G  9450     I  tched  16/-;  doz 

G  9451      F  21/-     , 

G  9452     I  ireen  21/- 

Satin  Finish. 


ADELAIDE. 

5liX6xl£in. 
G  9454     Satin  Finish      21/- doz 


ALISOX. 

6x6xljtn.  hole. 
G  9456     Satin  Finish.     12/-do2 


"'"-.i. 


EVELYX. 

5|x5fxl|in.  hole. 

G  9458     Etched    ...  18/-  doz.J 

G  9459     Ruby  24/- 

G  9460     Green      ...  24/-     „ 
Satin  Finish. 


MOLLY. 

5|x6>  ljin   hole. 
G  9462     Satin  Finish      10/-ldoz. 


" 


JULIA 

5     6|  <  Uih   hole. 

G  9464     Satin  Finish      60  -  doz. 
Polished  Design. 


CHARLOTTE 

4x6ixl|in.  hole. 
G  9466     Satin  Finish..    45'-     oz. 


LEONORA, 

5i  x  54  x  ljin.  hole. 
G  9468     Satin  Finish...  36/-  doz 


ELIZABETH 

ljin,  hole. 

Gi9470     Satin  I  inisl  ...  12/-  do 


ISABELLA. 

■  -.  IJin  hole. 
G  9472     Satin  Finish...  54,'-  doz. 


BPFIE 

4\ x5;  -  ljin.^hole. 
G  9474     Etched  18/- doz. 

G  9475     Pink  Edge     24/-     „ 

Sat  mi   I 


MAGGD 

■,  ^  liiii  hole. 
G  9478     S.itin  Finish      54/-  doz. 


003  (Gl 


t.i-ASSWAUE. 


RICH 


LANGHAM. 
OPALESCENT,    and 
CUT     ( CRYSTAL     SII A  J  )KS. 


LAX(iIIA.M. 

Plain  Iced. 
G  9SOO     7*  X3   x  ljin,  hole 
G  9501    10  l\ 

G  9S02     7J      3     ■  3}m 
G  9503  10    X3ix3|in.     .. 

Ru  ,i    I  rj  ■, 
G  9504     7J     3       Urn    hole 
G  950S  I"  3iin.    .. 


I.AN(  iUA.M. 


I  tpalescent. 

10/6  do 

G  9510  18   x6   xljin.  hole 

80/- 

15/- 

G  9511    15       5!      IJin.    .. 

45- 

11/- 

G  9512  15    ■  V      3jin 

45/- 

16/- 

G  9513   12                liin.     .. 

27/- 

G  9514   I"        ll      Ijin.     .. 

16/3 

18'-    'I". 

G  9515     7'.  ■  3        ljin.     „ 

12/6 

24/-      .. 

G  9516     7i              Ijin.    .. 

12  6 

LAMiHVM. 

Plain  I  ipal    I  linl  1  ■ 

G  9520   10     ■  3;  ■   Urn  .  20  -  ''.■ 

G  9521      U  ■  3        Urn  15'. 

G  9522     6   X3    Xljin  12/-     „ 

Ei  ed  '  >pal  and  Flint  I 

G  9525     7ix3    xljin.  hole  13/Gdozi 

G  9526   10  !      1/  20  - 

G  9527     /'  13  6 

G  9528  10     ■  i',      3£in.     ,.  20  - 


ER(  >S. 

63     !J     ljin   hole 
G  9540  Green  Opalescent    7/6  doz. 


DOT. 

j/     4     I /.in  hole. 
G  9542   Bl >alesi  ent      7  6  do 


G  9543   Straw 
G  9544    Pink 


8  6 
10  - 


CISSIE. 

4Jx6JxlJm.  hole 
G  9552   Blue  l  i|i. -.'in   12'-  doz 


4§x6xljin.  hole. 
G  9554    Blue  Opalescent  15/- doz. 


SEA    FOAM. 

5ix4xl4in   hi  ill 


MOSQUE. 

5x5*  x  1/ 


G  9546  Blue   Opalescent  10/-do2     G  9550  Straw  i     12/6 

G  9547  Straw  11/-  '  '!'■  lescent  i       doz. 


RICH       CUT       CRYSTAL, 


s\  /•■%  /■•%  t 


CA 


J 


PENELOPE. 

6J  X  5|  X  11m.  hole. 
G  9572     Rii  li    Cut    Top     54  - 

I  n  isted  Panels. 


doz. 


f 


ROSALIND. 

5'  ■  3jx  liin.  hole. 

G  9574    Huh  Cut  Top     36  -  doz. 

Frosted  Panels. 


G  9576 


LOT   ISA. 

Rich  Cut  Tup 
Threaded  Edge. 


75/-  doz. 


ALEXANDRA. 

41     4;xl4m.  hole. 
G  9578    Rich  Cut    60  -  doz. 


JANET. 

§  X  ljin.  hole. 
G  9580   Rich  1  ut    66'-  doz. 


(G)  964 

GLASSWARE. 


"DIIAJX" 
GLASS     REFLECTORS. 


|1 

G  9600   41x5x2}m    h|i  15/-  doz. 


wii 


G  9610     I3x3£x4in.  lip     60/ -  doz. 
G  9611     16x4Jx4in.  ..    108- 
G  9612     19X3Jx4in,   ..    216/- 


G  9601      6x4x2Jin.lrp     15'-    doz. 

Clear. 

G  9602     6x4x2Jin.  lip     15'-    doz. 

Opalescent. 


G  9616     5ix3|x2Jin.  lip     12/-   doz. 


G  9618     '-'i  <H  ■  2Jm    lip     18'-  doz. 


G  9629     6ix4Jx2Jin.  lip     18/-  doz. 


The  lion/ontal'ra\"i  are  refracted  in  a  downward  vertical 

direction,  where  the  light  is  mostly  required. 

Regd.     No.     520736. 


G  9622     I:>x5!x2}m    lip     18/-  doz. 


G  9624     9x3§x2|in.  lip     30/-  doz. 


G  9626     7JX5x2}in-  lip      24/- doz. 
G  9628     15x5x6|in.     .,  144- 


G  9630    8x3Jx2|in.  lip    24/-  do 
G  9631      7x4|x2Jin  24/- 

G  9632     9x4|x2Jin.  33'- 


G  9636     64x5ix2Jin    lip     27/-  doz. 
G  9637      7|x4x2£in.      „      24'-      ,. 


"'.    V 


G  9639     6x3Jv2Jin.  lip     20/-  doz. 
G  9640     8x4Jx2Jin  24/-      , 


FANCY   GLASS   SHADES. 

VARIOUS,    WITH     LIP. 


965  (Gj 

GLASSWARE. 


EOMA. 

DIXA. 

MYRA 

5|x5J  ■  3|ins. 

i\     5  ■  3Jins 

5x4-;;  •  s;  in 

G  9690    SatinFinish      1  2/- do 
G  9691      Pink                 .15- 

G  9700 
G  9701 

Satin  Fin  i>ti 
,.      Pink 

12/6 
16/- 

oz.     G  9704     Satin  i  inish 
Clear  Drops 

G  9692     Green  ..              15/- 

G  9702 

Green 

16  - 

12  6j3oz. 


SKHRICIIT. 

7|x5Jx2Jins. 

This  Shai  le,  although  trans]  larent,  is  plat- 
inized inside,  which  reflects  the  light  very 
effectively. 


G  9706 

G  9707 

G  9708 

G  9709 


satin  Finish 
Green 
..      Gold 

„       Pink 


33  - 
45'- 
45  - 
45  - 


--H 


B15A.TR  IX. 

4}X54x3Jins. 
G  9712  Etched  ...      20'-  doz. 

G  9713  Pink   Edge  24  - 

G  9714  Green  Edge...     24  - 


CECIL  A. 

6x4x2Jins. 

G  9716  SatinFinish,    I  d 

Reliel  Design  /  ^^ 


clari:. 

4Jx5ix3Jins. 
G  9720    SatiniFinish,  l    66/ 


.J  KA.N. 

|      3}ins. 

G  9718     Satin  Finish,  I  ,      , 

Etched       .  .  I     72,_  aoz 


CHRISTABEL, 

7x8x5?,ins. 


Etched 


:.-} 


doz. 


G  9722  Satin  Finish 
Etched 


l,  I  100 

.    I     doz. 


G  9724     Satin  Finish.  | 
lached         ...  / 


toe- 


LILLA. 

5JX5J  ■  3}inv 

G  9726     SatinFinish,  |  36  - 

Polished  Etching/  doz. 


FLORENCE. 

45x6x2Jins. 

G  9728  Satin  Finish,  1 

Sprig  Design      ...  I 

G  9729  Ditto  Opalescent  24 

G  9730  Plain  Opalescent  18-'- 


HAWTHORN. 

CARLA. 

VIVIEN. 

7JX  54X21111:.. 

3§x5Jx3}in, 

Rich  Cut  Crystal. 

21   - 

doz. 

G  9732 
G  9733 

Plain  Opalescent     ... 
Sprig 

21,'-  doz. 

21/-     .. 

G  9736    I  ipalescent)  __. 
Cut  Glass    J  *6  - 

doz 

G  9738  4 J  X  5  x  2Jins.  72/-doz 
G  9739  H     6  <  2Jins.  78  - 

G  9734 

Pink 

24  -     „ 

(G)  966 

GLASSWARE. 


CiEOlSES     vxi)    PINE    SHADES. 


«s^ 


■*^s^^a»»- 


VARIOVS, 


GLOBE. 

Iced  Glass. 
G  9756      6x   5*x3Jins.      12/-doz. 
G  975T      9-    BJx3iins.      54-     -. 

G  9758    12     11*  ■  5|ins.  120- 

G  9759     12     1H     6|ins  120/-     .. 


HAZEL. 

G  9776    Satin  Finish     39/-  do? 
Etched. 


ATIIOLL. 

6     J',  ■  3Jins 
G  9771     Satin  Finish     1 8  . 
G  9772  Pink        21/- 


PIXE. 

6     £/x3Jins. 
G  9762      i  :ieai  Flint      10/-  do 

'i, i i'l  Moulded. 

G  9763     Satin  Finish     12  - 


PEEL. 

6x4x3Jins. 
G  9765  Clear  Moulded  30/-  doz. 


MONTROSE 

7Ax4^x3J,ms. 
G  9773     Satin    Finish     15/- do; 

I  liamond  Moulded. 
G  9774      Satin  Ruby     18  - 
G  9775  „       Amber    18  -     , 


CARLYLE. 

','.     4S     3Jins. 
G  9768      I  lear  Flint      15/- 

I  iiami  >nd  Moulded. 
G  9769     Satin    Finish     18  - 


RICH    CUT    CRYSTAL    SHADES. 


l'l.AXKT. 
G  9778      6     4     3    i  36  - 


y/ 

-  -  .■ 


Sir 

ALICIA. 

G  9787     '':     -t     3Jins.     75- 


.  -VON^VxV  ,  ■ 

.  v  \^yovxV\V> 1  < 

'.  V^vVW.V.V.V    ■ 

\  VV,V,V,V  v.  v .  ■ 

'-  V'VvV.VV.V     • 

\    .VvV.VyV.V.'      I 

\  v  wVvVw  1 
\  y.vw'.v.v' 

\  .\*  N' V.  V".  V  v 
N   N    Sir  V.  V 

-     X.    xv  V  - 

N    X     •-' 


BRTLLIAoVT. 

G  9779     6x4    x3|ins.      4-2/.  do 
G  9780  10x7ix5*.ins.  270/-     .. 


J    : 


LUXFER. 

G  9788    H     5     3iins      72/-  do 


ORI.OFF. 
G  9782  6S     39  x3Jins.  1  OO  - 


PARAGON. 

G  9789  G}x4Jx3Jins.  1  08  -  do 


77 J. 


y 

rjj, 


vr  r  r  /•  - 
'■"  r  r  r  r  ' 
—  v  r  r  r  '  ' 


KOH-I-NOR. 

G  9783  6  •■  4'  ■  3 1 ■  ■  i  —  102  -  doz. 
G  9784  ' ,     "   4i~  330  - 
G  9785  ll    '      >  420  - 


V.. 


_-_ 


v^.VVVV/ 
v  \  V\^VV/ 

\  \'.'v,\5'. ■/  ? 

-.    ^xv  x>rx> 

-  ->"    - 


ATLAS. 

G  9790    6  ■  6  ■  3iins        84  -  do; 
G  9791     7  ■  7  <5*ins.     136'-     .. 


967  (G) 
GLASSWARE. 

PART    OPAL    AX1J     CIJ^AU    GLOBES. 


A 


I  [i  ii  1,1  Mii.il  i  ipal  and  ( )lear  Flint 


G  9806 
G  9807 
G  9808 
G  9809 

5ix8Jx5ins.  ... 
7    x9Jx6ins. 
8\xl3x8Jins..,. 
10|xl7xl4ins. 

5/- 
6/9 

9/- 

25/- 

Diagonal  Opal  and  Clear  Fl 

nt. 

G  9812 
G  9813 
G  9814 
G  9815 

5Jx8ix5ins. 

■  7   X9^x6ms. 
8Sxl3x8}ins. 
lOf  Xl7xl4ins. 

All  Clear  Flint. 

5'- 

6/9 

9/- 

25/- 

G  9818 
G  9819 
G  9820 
G  9821 

54,x8Jx5ins.  ... 
7    x9jx6ins.      . 
84xl3x8Jins. 
10§xl7xl4ins. 

Opaloid 

2/6 

31- 

4/6 

15/- 

G  9824 
G  9825 
G  9826 
G  9827 

5|  X  8i  •  5il 

7    x9ix6ms 

8ixl3x8Jms. 
lOf  Xl7xl4ms. 

2/6 

3/6 

4/6 

15/- 

G  9830     6x6x3Jins. 
Horizontal  Opal  and  Clear  Fli 
1  8/-  doz. 


H. 

irizontal  ( Ipal  and 

1  :iear  Flint. 

G  9840 
G  9841 

13*XlHx8|ins 
15Sxl4  x6|ins. 

120/- 
150/- 

D 

agonal  <  Ipal  and  ( 

I  [int. 

G  9844 
G  9845 

mxlH  x8}ins 
15ixl4>  6§ins 

120/- 
150/- 

FLINT     GLASS. 


<i-T 


G  9864 
G  9865 
G  9866 


(  [ear 

2    ■  8£ins  ovei  Flange 

3i  •  Loins. 

2    x7Jins.  without  Flange 

F  rusted. 


G  9867    2  x8iins.  over  Flange 

G  9868    2  x7jins.  without  Flange.. 


12'- 

181- 
12'- 


14/-  doz. 
14/-     „ 


G   9862 


Light. 
6ix3x3iin.  Flange. 
6/-  doz. 

7ix3x3Sin.  Flange. 
l6/-  doz. 

Heavy. 

6jx3x3iSin.  Flange 
9/-  doz. 


Clear. 

G  9870     6x4ix3jin,  Lip. 

7/9  doz. 

Frosted  Inside. 

G  9871      6  x  4J  -  3Jin.  Lip. 

8/9  doz. 

O]  lalescent. 

G  9872     6x4Jx3Jin.  Lip. 

20/ •  d'oz. 

Ruby. 

G  9873     6x4ix34lin.  Lip. 

21/-  doz. 


i  lear. 

G  9876     6  x  5J  X  3Jin.  Lip. 

7/6  doz. 

Frosted  Inside 

G  9S77     6x5Jx3Jin.  Lip. 

8'6  doz. 

Rubv. 

G  9878     6x5Jx3Jin.  Lip. 

24'-  doz. 


(G)  968 
GLASSWARE. 


SP1XIAL     GLASSWARE. 


HAM). 

2Jin.  lip. 


G  9890 


2  6 


FLA31BEA.U. 

G  9900     3    ■     5ix2Jin.  lip  1 5/- doz. 

G  9901      4j  ■     7;.x3Jin 18/-     .. 

G  9902     f>£  ■  I0\x4in.     ..  75/-     .. 

G  9903  10}xl6   x7Jm.    .,  270/- 


II^K^fiP 


SCOOP. 

2Jin.  lip 

G  9898     Green  and  While  '  >pal 

1  3  -  doz. 


CYLINDER. 

G  9892     4Jx    6m-  24  - 

G  9893     4         8iins.  50  - 

G  9894     73      LOins.        ...  96  - 

G  9895     8"x    9ni-  96  - 

Iced  or  I  Ipalesi 


BASIN. 

Diameter. 
G  9906     6  <  3Jin.  lip  3/-  each 

G  9907     "     3Jin  5  -     .. 

Green  Opal  Outside,  \\  liite  Inside 


KSCALOP 

4Jx6ixlJms. 

G  9908 

Frosted 

18/-  doz. 

G  9909 

Pink 
5x73xliin- 

21/- 

G  9910 

F  rosted 

30/-  doz. 

G  9911 

Pink 

36/-     .. 

CAJP. 

10i  :■  6  ■  9in.  Gallerj 

i  lutside         Inside 

G  9920 

Yellow  and  White 

7 '6 

G  9921 

Pink 

7'6 

G  9922 

Blue 

7  6 

G  9923 

llreen  (Light)  .. 

2  6 

G  S924 

I  Mark)   .. 

2  6 

IlilS. 


G  9914 

6x5jxUms. 

24  - 

G  9915 

6x5j  <2Jins. 
All  Frosted. 

24  - 

G  9916 

6x5JxUin- 

30  - 

G  9917 

6x5ix2Jm>. 

30<- 

Frosted,  Pink  T 

inted 

WATER    LILY. 

G  9926     5x5JXll,>ns  24/-  doz. 

All  Frosti  d 

G  9927     5x5JXlJins.  30  -   dor. 

Frosted.  Pink  Tmled 


Ft, 

G  9928    5x6xl|in. 


84  -  doz. 


